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A tiny stream of air controls 
missiles in flight, giant balers that 
squeeze cars into little cubes and 
blow-molding machines that pop 
Out plastic milk bottles. New, 


9 14, 0 


rugged fluid amplifiers are im- 
mune to rf jamming, vibrations and 
radiation. And they’re very reliable. 
Fluidics might help turn the tide in 


your next design if you turn to p. 17. 
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SPEED TESTING «& INCREASE PRODUCTION: OUTPUT 
New hp Model 155A/1550A PushButton, Programmable Oscilloscope 


Speed production line testing of circuits and components 
with an easy, fast press / read on the new hp Model 155A/ 
1550A Push-Button Programmable Oscilloscope! This 5 mv/ 
cm, 25 MHz scope—the first designed specifically for pro- 
duction and automatic systems applications—increases pro- 
duction output by reducing test time per unit, simplifying 
test procedures, minimizing operator errors and fatigue, and 
shortening training time. 

You can insert up to 18 test programs in each 1550A digital 
programmer, or cascade programmers for additional cap- 
ability. Each test program can control any or all major scope 
functions—including calibrated vertical positioning, sensi- 
tivity, input coupling, sweep time, trigger source, and trigger 
slope. Change test programs in only a few minutes by chang- 
ing diode pin settings or by interchanging programmers. 
Diode-controlled, digital programming makes the 155A / 
1550A fully compatible with any contact-closure-to-ground 
programmer for high speed, automatic check-out systems. 

Confidence in measurements is substantially increased 
because the unique DC stabilizer circuitry eliminates DC 
drift. The trace stays where it is positioned, regardless of 


sensitivity or sweep. Calibrated vertical positioning over +25 
cm dynamic range allows waveform to be accurately offset, 
magnified, and viewed in detail’ Magnification with accu- 
rate offset gives big display for ease of reading and greater 
accuracy. 

Confidence in test results is increased by push-button pro- 
gramming because it makes complex tests easier to make. 
Tests are complete—you have full confidence that you are 
shipping only good units and rejecting only bad units. 

Find out how the new hp Model 155A/1550A Push-Button, 
Programmable Oscilloscope can increase your production 
output. Call your nearest hp sales office for a demonstration. 
Or, write to Hewlett-Packard, Palo Alto, California 94304, Tel. 
(415) 326-7000: Europe: 54 Route des Acacias, Geneva. Price: 
hp Model 155A Oscilloscope, $2450.00; hp Model 1550A Pro- 
grammer, $600.00, f.o.b. factory. 


HEWLETT \hp PACKARD 


® An extra measure of quality 


meer, 


—— 
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Choose the bridge 
that’s best for you 


Whether you want to measure one capacitor to parts-per-million resolution or capacitors 
by the barrelful, one of these GR bridges has the right balance of speed and accuracy for 
your work. Choose the bridge to match the job — manual operation for laboratory ac- 
curacy, a comparator for laboratory or production-line versatility, a fully automatic in- 
strument for the confidence of 100% inspection. 


0.01% Direct-Reading, 1-PPM Resolution 


This is the most precise capacitance bridge you can buy. It contains 
eight stable standards, has convenient lever-type balance controls, in- 
line digital readout of C and D (or G) and automatic decimal-point posi- 
tioning. Internal shielding permits two- and three-terminal capacitance 
measurements from 50 Hz to 10 kHz (to 100 kHz with slightly reduced 
accuracy). Capacitance range is 10-7 to 10°6 farad, 0.000001 to 1.0000 
for D, 10°§ to 100 umho for G. 


Type 1615-A Capacitance Bridge... $1575 inu.s.a 


Type 1620 Capacitance-Measuring Assembly .... $2235 inu.s.a. 
(includes bridge detector and generator) 


High-Speed Meter Indication, No Manual 
Balancing, 0.009% Comparison Accuracy 


GR Impedance Comparators are widely used for rapid testing, sorting, 
and matching of components, etched boards, and subassemblies, and 
for measuring environmental effects on components, with continuous 
indication. Two meters indicate the difference in magnitude and phase 
between the unknown and a standard sample. Components can be 
measured as rapidly as an operator can plug them into a test jig. Im- 
pedance range is wide, 2 2 to 20 MQ. Internal frequencies are 100 Hz, 
1 kHz, 10 kHz, and 100 kHz; detector is built in, as well. 


Type 1605-A Impedance Comparator... $995 inu.s.a. 


Type 1605-AH Impedance Comparator (greater 
sensitivity, narrower range)... $995 inu.s.a. 


0.1% Accuracy, Data Outputs for Use in Fully Automated Systems 


Here is a completely automatic capacitance bridge. On command, it 
selects the range, makes the balance, displays measured values of C 
and D (or G), and presents digital data — all in % second, under worst 
conditions. You just insert the capacitor and read the C and D values, 
and/or the information can be fed to printers, data-handling equipment, 
etc. Internal passive standards ensure 0.1%-of-reading accuracy. This 
instrument will also track or sample changing capacitance (for ex- 
ample, in environmental studies). At 400 Hz and 1000 Hz, ranges are: 
0.01 pF to 100 uF for capacitance (parallel), 100 pmho to 1.0 mho for 
conductance (parallel), and 0.0001 to 1.00 for dissipation factor; at 
120 Hz, ranges are 100 pF to 1000 gf, 0.1 pmhoto 1.0 mho, and 0.0001 
to 1.00, respectively. 


Type 1680-A Automatic Capacitance Bridge Assembly ... $4975 inus.a. 


capacitance bridges for more specialized measurements. Among these are 
a 1-MHz capacitance bridge, a 120-Hz bridge for electrolytic-capacitor measurements, 
and audio, rf and uhf multipurpose impedance bridges. Write for complete information. 


BOSTON « NEW YORK « CHICAGO « PHILADELPHIA « WASHINGTON, D.C. 
SYRACUSE « DALLAS « SAN FRANCISCO e LOS ANGELES » ORLANDO 
CLEVELAND « TORONTO « MONTREAL 


BOURNE END, ENGLAND ZURICH, SWITZERLAND WEST CONCORD, MASSACHUSETTS 
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The only 


available wireless 
remote control 


featuring solid state, multi-channel, 
complete with transmitter and receiver. 


Designed for ultra-sonic remote control of TV receivers, stereo systems, lighting, 
burglar alarms, garage door openers, or whatever else requires remote control 
operation. 

Transmitter can generate from 1 to 8 ultra-sonic signals which, in turn, are picked 
up by microphone installed in equipment. Receiver unit activates built-in relays. 
Each channel can be designed independently to control any number of functions. 
Tuner driving motor assembly supplied (with programmer) for TV application. ~ 
All solid state. Compactly designed. Operates on AC, DC or battery indoors or out. 
Adaptations made to suit specific application requirements. Immediate delivery. 
Complete details on request. 

Price $25.00 when ordered in quantity of fifty or more. 


Matsushita Electric Corporation of America 
Electronic Components & Devices Dept. » 200 Park Avenue, New York, N.Y. 10019 Telephone: 973-5710 
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P.R. MALLORY & CO. INC., INDIANAPOLIS, INDIANA 46206 


Type TLS (CL64/65) Tantalum capacitors 
pass 10,000 hour life test 


% Capacitance change 


10,000-hour data at 85°C for typical group 
of TLS capacitors. 


Mallory Capacitor Company engi- 
neers recently completed a series of 
life tests to evaluate the stability of 
electrical parameters of the Type 
TLS wet slug tantalum capacitors 
beyond the MIL 2000 hour require- 
ment. These capacitors, which are 
the equivalent of CL64 and CL65 


per MIL-C-39006, demonstrated 
excellent retention of performance 
up to the 10,000 hours of the test, 
both at 85°C and at 125°C ... and 
confirm the long term life capability 
of the Mallory TLS design. 


DC leakage performance remained 
well below specification limits. 
Equivalent series resistance of all 
TLS capacitors tested measured in 
the order of one-tenth of specifica- 
tion values. Capacitance changes 
were relatively small, and these, 
too, stayed well within spec limits. 


Tests were made both on capacitors 
which had previously passed 2000- 
hour MIL life test, and on excess 
MIL screening units which had not 
been life tested. Good correlation of 
results was observed for both tested 
and untested lots. Typical values 
are shown here for one of the sev- 
eral different C-V values tested in 
this series. A copy of our Engineer- 
ing Report is available on request. 
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Avalanche rectifiers can take 
80% overvoltage 


Because of their ability to with- 
stand switching and line transient 
voltage spikes well above steady 
state rated values, Mallory Type 
LA controlled avalanche rectifiers 
prove an ideal means of protection 
for power supply circuits of phono- 
graphs, calculating machines, in- 
struments and other industrial and 
commercial electronic products. 


The overvoltage capability of the 
Type LA is comparable to that of 
selenium rectifiers, without the ag- 
ing characteristic of selenium. A 


special diffusion technique produces 
a silicon junction which can rectify 
safely over a broad range of applied 
voltage. Current ratings of 34, 1, 2 
and 3 amperes are supplied. Maxi- 
mum spike which can be tolerated 
safely is 80% above nominal volt- 
age rating. Bv values, at 25°C, are 
200, 300, 400, 500 and 600 volts. 


Type LA is supplied in a molded 
ease .375” long and .200” in diam- 
eter, with axial leads. 
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New 65°C computer 
grade capacitors 
have increased ripple 
rating, more C-V 


The new CGS aluminum electro- 
lytic filter capacitors line looks ex- 
actly like our former CG capacitors 
. .. Same case and top construction 
. .. but it’s different inside. 


You can now get about twice as 
much capacitance in a given case 
size as was formerly available in 
Mallory capacitors. Maximum ca- 
pacitance is now 280,000 mfd at 
3WVDC, or 1,800 mfd at 450WVDC 
in the 3” diameter by 57%” case. 


A completely new set of specifica- 
tions for ripple current has been 
established for this line. The new 
values are based upon Mallory tests 
of many hundreds of capacitors un- 
der a variety of environmental con- 
ditions. Maximum ripple current 
ratings stated as the proved values 
to which you can design with full 
confidence of long, reliable life. And 
they are higher than our previous 
values; for comparable case size, 
about four times higher . . . for com- 
parable capacitance-voltage ratings, 
better than twice as high. ESR 
(equivalent series resistance) values 
are considerably lower. 


You have 882 ratings from which to 
choose from 3 to 450 volts. Com- 
plete data on the new line is sum- 
marized in our new Bulletin 4-80. 
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FILE 


New line of medium 
power sealed 
silicon rectifiers 


The new Mallory HC rectifiers 
cover the complete range of current 
ratings from 34 to 25 amperes. All 
ratings are 75°C ambient. They use 
true hermetic glass-to-metal sealed 
cases, with either single-ended or 
axial lead construction. A passi- 
vated silicon die affords superior 
high temperature stability. 


The 34, 2 and 3 ampere types are in 
top-hat style flange cases, .450” di- 
ameter at the flange .850” body di- 
ameter. The 5, 10, 15, 18 and 25 
ampere ratings come in press fit, 
solder fit and conductive epoxy 
case configurations. All current val- 
ues are available in Peak Inverse 
Voltage ratings from 50 to 1000 volts. 
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Improved performance for 
Mallory Alkaline Batteries 


CELL TERMINAL VOLTAGE 


32. 96 


160 


224 
MINUTES 


229. - 288 


Discharge characteristic of ‘‘AA"’ size Mallory Alkaline Batteries at 31°F. Two cells in parallel 


feeding into 8 ohm lamp load. 


Now, standard Mallory manganese- 
alkaline batteries (sizes ‘‘D’’, ‘‘C”’ 
and ‘‘AA’”’) have completely new 
performance ratings when operat- 
ing at freezing temperatures or 
under relatively high current drains. 


For example, the graph compares 
service life of the new Mallory 
MN1500 (size ‘‘AA”’) versus the old 
when cells are discharged continu- 
ously through a PR-4 bulb at 31°F. 
This dramatic improvement in bat- 
tery life was accomplished through 
changes in the battery’s internal de- 


“O” Ring-type switches in Mallory controls 
give long life, high reliability 


The line switches supplied attached 
to Mallory volume controls have a 
unique O-ring design which provides 
exceptional performance. Contact is 
made by a freely rotating ring ele- 
ment that snaps into place between 
stationary contacts. There are no 
current-carrying springs. The ring 
rotates slightly as the switch is op- 
erated, so that a new contacting 


surface is presented each time and 
contact wear is distributed around 
the entire periphery. The result is 
long switch life, freedom from con- 
tact failure and ample ability to 
handle overloads. 


These switches, designated Type 
OAC, are available in SPST, SPDT 
and DPST configurations, with UL 
ratings of 8, 5 or 6 amps AC at 125 
volts, in rotary, push-push or push- 
pull action. Terminal arrangements 
can be supplied, identical with those 
of the volume control, for point- 
to-point wiring or printed circuits. 
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sign (see cut-away), which increase 
the effective anode area in relation 
to cell volume and reduce internal 


6. OUTER CAN 
7. ZINC ANODE 


1. INSULATOR 
2. ABSORBENT AND 
ALKALINE ELECTROLYTE 


3. MANGANESE DIOXIDE 
DEPOLARIZER 


4. INNER CAN 9. BARRIER 
5. ADAPTER SLEEVE 10. CONTACT SPRING 
11. DOUBLE CELL TOP 


8. CELL SEAL (GROMMET) 


New internal construction 
of Mallory Alkaline Cells. 


impedance of the cell. Added refine- 
ments in case and seal construction 
have also been made to insure relia- 
bility of the seal under even the 
most severe vibration. 


The new Mallory alkaline batteries 
are ideal for lighting, photoflash, 
motor driven applications and other 
heavy drain service. 
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ANNOUNCES 
Vcéo (sus) 
325v 
300. 


ina 10 Amp. NPN Silicon 


Planar Power Transistor 


Plus 
BO CS ok TOO ape 


DESIGN LIMITS PERFORMANCE SPECIFICATIONS 


TRANSISTOR DIVISION Eolitron DEVICES, INC. 


1177 BLUE HERON BLVD. / RIVIERA BEACH, FLORIDA / (305) 848-4311 / TWX: (510) 952-6676 


Leader in Germanium .and Silicon Power Transistors, Cryogenic Thermometers, High Voltage Rectifiers, Hot Carrier Diodes, Temperature Compensated Zeners, 
Voltage Variable Capacitors, Random/White Noise Components, Microelectronic Circuits, and High-Pac Interconnection Systems. 
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ON READER-SERVICE CARD CIRCLE 4 


6 ELECTRONIC DESIGN, August 30, 1966 


Types 561A& RM 561A™“oscilloscones 
easily adapted to particular needs 


Here’s a Tektronix oscilloscope featuring operational sim- 
plicity and versatility through a new series of plug-in units. 
Presently, you can select from 17 amplifier units and 7 
time-base units. . 

Knowing your application area, you select units to fit your 
needs. Some of the plug-in unit combinations available 
include those for low-level, differential, multi-trace, sam- 
pling, and spectrum analysis applications. Plug-in units offer 
capabilities from 100 wV/cm deflection factor (3A3) and 
15 MHz bandwidth (3A5) to 0.5 wsec/cm sweep rate (3B1, 
3B3) and sweep-delay applications (3B1, 3B2, 3B3). 


With any combination of plug-ins including the same type 
amplifier units in both channels for X-Y displays — this 
oscilloscope provides you with no-parallax displays for 
accurate reliable measurements. 


features 


crt with an internal graticule and controllable edge lighting « 
regulated power supplies + regulated dc heater supply + 
Z-axis input * 3.5-kV accelerating potential » amplitude cali- 
brator * and operation from 105 V to 125 V or 210 V to 250 V. 
(The Type 561A operates from 50-400 Hz and the Type RM561A 
operates from 50-60 Hz.) 


Type 561A Oscilloscope ........... 


TYPE 561A OSCILLOSCOPE 


TYPE 2867 
nares TIME BASE <x 


Plug-ins Illustrated: 


ELECTRONIC DESIGN, 


Type 3A74 Four-Trace 

Unit $590 
(4 identical channels, bandwidth 
DC-to-2 MHz, deflection factor 20 
mV/cm to 10 V/cm) 


Type RM561A 


(7" rack height) $550 
Plug-ins illustrated: 
Type 3A1 Dual-Trace 

Unite San ee $450 


(2 identical channels, band- 
width DC-to-10 MHz, deflec- 
tion factor 10 mV/cem to 10 
V/cm) 
Type 3B3 Time-Base 

MS TRE i aes apa $585 
(Normal and delayed sweeps 
0.5 us/cm to 1 sec/cem, cali- 
brated sweep delay 0.5 us to10 
sec, single sweep, 
flexible triggering facilities) 


U.S. Sales Prices 
f.0.b. Beaverton, Oregon 


Type 2B67 Time-Base 

Unit $210 
(Sweep range 1 us/cm to § s/cm, 
5X magnifier, single sweep, flexi- 
ble triggering facilities) 


— 


£ '— TYPE 3Ai 
OUAL-TRACE 


voursio 


ae x 


TYPE RMS61A OSCILLOSCOPE 


FOR MORE INFORMATION ON EITHER MODEL OF THIS NEW OSCILLOSCOPE AND ANY COMBINATION OF PLUG-IN UNITS, PLEASE CALL YOUR TEKTRONIX FIELD ENGINEER. 
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The wire 

that's specially-made 
for feeding automated 
wiring systems: 


Brand-Rex Turbowrap” 


Turbowrap runs like silk in automatic and 
semi-automatic wiring machines and tools, 
because it’s unusually uniform. Foot by 
foot, and lot by lot — consistent quality 
in electricals, physicals and 
mechanicals reduces the chance 
of jammed or erratic feeding, 
nicks, strains, cuts or shorts. 


And Turbowrap, in a broad 
choice of insulations and sizes, 
gives you almost unlimited 
design freedom. Standard 
insulations include semi- 
rigid PVC and PVC /nylon, 
Teflon FEP and FEP/nylon, Teflon 
TFE, Kynar and Polysulfone. Sizes 
as small as #30 AWG, and walls as thin 
as .004”, help you put more wire in less space. 


Various Turbowrap types have been expressly engineered for 
the world’s leading manufacturers of computers and 
business machines. They're one reason why Brand-Rex 

has chalked up more UL approvals for business machine 

wire than any other company. 


Want to get more out of automated, high-density 
wiring ? Write us for details on Turbowrap. 


AMERICAN [yf CORPORATION 
BRAND-REX DIVISION 


WILLIMANTIC, CONNECTICUT 06226 
PHONE 203 423-7771 
Speed Inquiry to Advertiser via Collect Night Letter 
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RF AMPLIFIERS 
25 dBeé60 MHz 


Fairchild low-noise NPN Planar transistors. If you design amplifier circuits in 
the IF, VHF, or UHF bands, this new series of Fairchild transistors is what 
you've been waiting for. Low noise, low reverse capacitance, and high stable 


gain make this the best amplifier family on the market up to 800MHz. Avail- 
able for military service (2N4134, 2N4135) and for industrial-commercial use 
(SE5050, SE5051), these transistors are stocked for immediate delivery. See 
our sample specifications below. Then see a 


Saree Bear eee 
Fairchild Distributor for pricing information = AIRCKHILD 
BRR BO ase 


and samples. Or write for our data sheets. 


SEMICONDUCTOR 


Sample Specifications — 2N4135 

NEI@iGOMB Ze fiecbvea rina cee 2.5dB max. 
NFA@ 4 50MUEl Zines vise + cas ces rhere 5.0dB max. 
Power gain @ 60MHz (unneutralized). .20dB min. 
Power gain @ 450MHz i 
C,. (guarded C.4.) 


Planar is a patented Fairchild process 


FAIRCHILD SEMICONDUCTOR /A Division of Fairchild Camera and Instrument Corporation ® 313 Fairchild Drive, Mountain View, California (415) 962-5011 @ TWX: 910-379-6435 
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You Can Get 


All These Microcircuits 
from Sprague Electric: 


"ESERIES SU300, LU300 
UTILOGIC* 


K Package 


For use in commercial, in- 
dustrial, ground support 
applications. Available in 
two operating tempera- 
ture ranges, —20C to 
+85C, and +10C to 
+55 C. Propagation delay 
of 15 to 40 nanoseconds. 


*Trademark of Signetics Corp. 
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UNICIRCUIT® 
RCTL LOGIC 


(8x actual size) 


Sprague Series US-0100 . . . acomplete 
line of silicon monolithic digital building 
blocks featuring low power consump- 
tion (2 mW typ.) 
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DIGITAL-TO- ANALOG 
CONVERSION CIRCUITS 


UT-1000—Four-bit ladder network 


UD-4001—Ladder switch for driving 
resistor ladder networks 


UD-4024—Buffer amplifier 


ON READER-SERVICE CIRCLE 889 


"ESERIES SE400, NE400 
LOW POWER LOGIC 


Operating temperature ranges: —55 C 
to +125 C, and 0C to-+70C. For use 
in Aerospace and other applications 
where low power drain is required. 
Optimized speed, noise margin. 
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UNICIRCUIT® 
mW RTL LOGIC 


TO-5 Case 


Types US-0908 through 
US-0921 . . . Fully inter- 
changeable mW digital 
building blocks featuring 
power consumption of 2 
mW/node and _ propaga- 
tion delay of 40 nsec. 
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*Series SE100, NE100, 
€S700, SU300, LU300, 
SE400, NE400, SE500 

are all available 


from Sprague Electric 
under technology interchange 
with Signetics Corp. 


Eighteen functions in two operating 
temperature ranges: —55 C to+125 C 
and 0 C to +70 C. Circuits include 
NAND/NOR gates, clock and line driv- 
ers, gate expanders, RST and JK binary 
elements, one-shot multivibrator. 
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"ESERIES SE500 
_ LINEAR AMPLIFIERS 


K Package 


Operating temperature 
range: —55 C to-+125C. 
Two linear circuits avail- 
able in 10-lead low silhou- 
ette TO-5 case. SE501K is 
a video amplifer, SE505K 
is a general purpose dif- 
ferential amplifier. 
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UNICIRCUIT® 
CUSTOM HYBRID CIRCUITS 


Combine monolithic silicon circuits with 
tantalum or Ni-Cr alloy resistors. Close 
resistance tolerances, low temperature 
coefficient. Resistor matching, +%%. 
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For data sheets on the 
microcircuits in which you 
are interested, write to: 


Technical Literature Service 


Sprague Electric Company 
347 Marshall Street 
North Adams, Mass. 01247 


SPRAGUE COMPONENTS 


PULSE TRANSFORMERS 
INTERFERENCE FILTERS 


CERAMIC-BASE PRINTED NETWORKS 
PACKAGED COMPONENT ASSEMBLIES 


INTEGRATED CIRCUITS 
THIN-FILM MICROCIRCUITS 


SPRAGUE 


TRANSISTORS PULSE-FORMING NETWORKS BOBBIN and TAPE WOUND MAGNETIC CORES 
CAPACITORS TOROIDAL INDUCTORS SILICON RECTIFIER GATE CONTROLS THE MARK OF RELIABILITY 
RESISTORS ELECTRIC WAVE FILTERS FUNCTIONAL DIGITAL CIRCUITS 


‘Sprague’ and '(2)' are registered trademarks of the Sprague Electric Co. 


458-6120R2 
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Growing market forecast for fluidics. Many devi 
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Components and test equipment displayed at ditions and refinements to previously estab- 
Wescon this year were for the most part ad- lished trends. Page 22. 


Also in this section: 


Liquid laser uses inorganic fluid. Page 24. 


News Scope, Page 13. . .Washington Report, Page 27. 


Editorial: Man looks to science for his future happiness. Page 31. 
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Tina proves that anyone can measure microwave frequencies 


with a Systron-Donner counter 


“Now write 
» down what 
Mm, it says 

™ here?’ 


Tina is a fashion model. We lured 
her to our lab to show you that tech- 
nically unskilled people can now 
measure microwave frequencies with 
our Counter/ACTO® system. 

True, we set the trigger level and 
the gate time for her. But that’s what 
you do with any simple frequency 
counter. The rest went just as you see. 
And Tina produced the correct answer 
accurate to eight significant figures. 

Microwave measurements of this 


Systron-Donner Corporation, 888 Galindo Street, Concord, California SYSTRON =F oe 
Speed Inquiry to Advertiser via Collect Night Letter 


speed and simplicity are possible only 
with ACTOs,® our Automatic Comput- 
ing Transfer Oscillator plug-ins. Three 
plug-ins cover the full range from 0.3 
to 12.4 GHz. They fit into any Systron- 
Donner 50 MHz or 100 MHz counter 
and produce measurements of counter 
accuracy because the input is phase 
locked. 

Though we didn’t design ACTOs for 
other brands of counters, we find that a 
slightly modified ACTO will work beau- 
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“Twist it , 
onto this little | 


piece of pipe.” 


“That's right” 


tifully with an HP5245L frequency 
counter. So if you already have an HP 
counter, you don’t have to buy arother 
counter to get ACTO performance. 

Send for complete technical data on 
Counter/ACTO systems. 

Expansion has created many profes- 
sional opportunities in engineering 
and marketing at Systron-Donner. In- 
terested engineers may phone Ronald 


Abdo, Personnel Manager, collect at 
(415) 682-6161. 


DONNER 


Integrated-circuit flip-chips 
in small desk-top AM radio 


As part of a full-scale invasion 
of consumer electronics, integrated 
circuits have established a beach- 
head in the table-top radio market. 

The Philco Consumer Products 
Group of the Ford Motor Co. has 
announced a small battery-powered 
AM radio that contains two inte- 
grated-circuit chips. These contain 
all the active circuit elements and 
most of the passive components. 
Over 50 resistors, 26 transistors 
and two diodes are diffused on the 
silicon chips, which are flipped up- 
side down and soldered to a board. 

This development comes a matter 
of weeks after a similar announce- 
ment by General Electric. The GE 
radio, introduced as part of a clock- 
radio package, used only one inte- 
grated-circuit chip. The GE chip 
was mounted in a dual-in-line pack- 
age. 

The Philco chips are mounted on 
a small board, which is then epoxied 
to a larger board. The chips are 
covered with epoxy and capped with 
a flat metal can. 

In both radios, only a few pas- 
sive components, the tuning filter, 
the antenna, the speaker and bat- 


Flip-chips tumble into Philco radio. 
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tery are added to the integrated 
circuitry. The Philco radio can de- 
liver 100 mW to its speaker. 

RCA has announced the use of 
integrated circuits in television re- 
ceivers. With three major electronic 
companies using these devices, ob- 
servers foresee widespread use of 
integrated circuits in consumer 
products and equipment. 


University to analyze 
flying-saucer puzzle 


Growing public interest in the 
sighting of unidentified flying ob- 
jects (UFOs) has prompted the 
Air Force to engage a leading uni- 
versity to study the problem. Re- 
cently the Air Force has been crit- 
icized for refusing to make public 
the information it collects on UFOs 
at its Wright-Patterson AFB. 

The Air Force has not announced 
the name of the university, but it 
said that the investigating team 
would include one physical scientist 
and one psychologist. The team will 
study about 100 sightings in great 
detail. 

UFOs—popularly called flying 
saucers, because most observers who 
report them say they are so shaped 
—have been spotted by many tech- 
nically trained people, including 
scientists, air pilots and engineers. 
Explanations by the Air Force of 
what the public is seeing have 
ranged from weather balloons to 
phenomena caused by swamp gas. 

The Air Force said it would pub- 
lish the results of the planned in- 
vestigation, which is expected to 
cost about $300,000. 


Sea-missile detector 
takes to its test bed 


A complex radar system being 
developed to detect ballistic missiles 


launched by submarines is about to 
enter the test-bed stage. 

The prime  contractor—Avco 
Corp., Electronics Div., of Cincin- 
nati, Ohio—has set up the test fa- 
cility at an undisclosed site not far 
from its plant. The aim is to inte- 
grate the new sea-warning system 
with the SAGE air-defense system. 

Under an Air Force contract, 
Aveo is to replace the present height- 
finder radar on SAGE—which is 
shaped something like the peel on 
a wedge of orange—with a dish- 
shaped radar antenna that will per- 
form both search and tracking func- 
tions. A computer unit is to be 
mated to the radar to handle infor- 
mation on the submarine-launched 
missiles. 

When completed, the new system 
will monitor the coastal waters of 
the continental United States from 
seven SAGE radar sites. Data- 
processing facilities at the sites 
will convert radar return signals 
into digital form for transfer to 
and display at the North American 
Air Defense Command headquar- 
ters, Colorado Springs, Colo. 

“We have been at work on this 
important new defense system for 
more than a year,” said O. E. Bas- 
sett, vice-president and general man- 
ager of the Avco division. ‘We re- 
ceived notification of the contract 
in December of last year, and up to 
now have received awards totaling 
$12 million.” 


Politics blamed for 
color TV discord 


A recent meeting of the Comité 
Consultatif International des Radio- 
communications in Oslo, Norway, 
has elicited charges of “politi- 
cal rigging and maneuvering” 
from some of the _ participants. 
It had been hoped that some 
semblance of agreement on color 
TV standards for Europe could 
be reached during the meeting. 
Instead, the proponents of com- 
peting systems stood pat, with the 
result that each country is expected 
to choose at its own discretion the 
color TV system it deems suitable. 

What was particularly galling to 
the British and Germans, who 
wanted the PAL system adopted, 
was an eleventh-hour proposal by 
the French and Russians for adop- 
tion of the SECAM IV system as a 
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News 
SCODC continue 


compromise. This system was de- 
veloped by the Russians as a variant 
of the French SECAM system and 
is still in the early stages of develop- 
ment. The Russians and French 
themselves admitted at the begin- 
ning of the conference that many 
of the features of the new system 
are still largely unknown. 

As a result of the Oslo agreement 
to disagree, 41 million Europeans 
will ultimately watch color TV by 
the PAL system. Countries adopt- 
ing PAL include Great Britain, 
Germany, Italy, Denmark, Finland, 
Norway, Sweden and Switzerland. 
The other main competing system, 
SECAM III, will be used by coun- 
tries with 25 million viewers. Most 
of these, such as the Soviet Union, 
Hungary and Poland, are Eastern 
Bloc countries. Only three countries 
of Western Europe have adopted 
SECAM III. They are France, 
Greece and Monaco. 


New time-sharing 
software announced 


The broad use of time-shared 
computers for the solution of engi- 
neering problems (See Design Di- 
rections, this issue, p. 34 ff.) has 
moved a step closer with IBM’s an- 
nouncement of a new computer pro- 
gram, Remote Access Computing 
System (RACS). Using FORTRAN, 
RACS will give time-sharing cap- 
abilities to three medium-scale ver- 
sions of the company’s system/360 
(Models 30, 40 and 50). 

Communications with RACS- 
equipped computers can be either 
through a keyboard terminal or 
through a combination video/key- 
board terminal. Up to 63 terminal 
consoles can be connected to a sys- 
tem/360 using RACS, depending on 
the computer model. 

IBM has scheduled RACS to be 
available to its customers in the sec- 
ond quarter of 1967. 


Atomic power asked 
for missions in space 


“One of the major constraints on 
U.S. space operations is the limited 
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capability of on-board electrical 
power supplies.” This was the con- 
tention of Edward C. Welsh, execu- 
tive secretary of the National Aero- 
nautics and Space Council. 

Solar cells, batteries and fuel 
cells, he argues, are “not suited for 
the high-power, long-life require- 
ments for planetary exploration 
spacecraft.” 

His solution: “The development 
of nuclear power supplies appears 
to be our only option in meeting 
this type of requirement.” 

Welsh gave his views in an ad- 
dress to the Armed Forces Commu- 
nications and Electronics Associa- 
tion in Washington. 


West Coast survey set 


A four-month research study to 
draw “a profile of the western elec- 
tronics industry” has been an- 
nounced by Wescon and the Western 
Electronic Manufacturers’ Associa- 
tion (WEMA). The study, run by 
Attitude Research Associates of 
Los Angeles, is already under way 
and will define closely the western 
market and manufacturing capacity 
for electronic components, products 
and systems in the eight major cate- 
gories used at Wescon. 


Senate grounds F-111B; 
bars procurement funds 


The Senate—apparently con- 
vinced that the Navy version of the 
all-purpose F-111 has serious limita- 
tions—has barred the use of any 
of the funds set aside for its pro- 
curement in the $58 billion Military 
Appropriations Bill. 

The F-111B’s excess weight lim- 
its its patrol time to about 1-1/2 
hours. Moreover, a heavy aircraft 
is hard to land in strong winds on 
the ‘deck of an aircraft carrier. 

In wartime conditions a typical 
ship-launched patrol would recon- 
noiter in the air for up to eight 
hours. The Navy had hoped that its 
version of the F-111 would stay 
aloft at least for four hours. 

The F-111B carries six Phoenix 
missiles supported by their related 
electronic tracking and computing 
gear. This missile instrumentation 
replaces the fuel tanks of the Air 
Force version of the F-111. 

The House passed its version of 


the appropriations bill without ob- 
jection to the F-111B. As we go to 
press, committees from the House 
and the Senate meet to reconcile dif- 
ferences between their two versions 
of the funding measure. 

Informed sources expect the pro- 
curements for the F-111B to be de- 
layed but not eliminated. 


Close approach to Moon 


improves Orbiter photos 


Hopes that Orbiter I will com- 
plete most of its mission have been 
raised now that the satellite has 
been moved closer to the Moon. It 
sent back only two clear high-resolu- 
tion pictures of the lunar surface 
before this maneuver was accom- 
plished. 

The principal objective of its mis- 
sion is to obtain clear views of nine 
potential Apollo and Surveyor land- 
ing zones along the Moon’s equator. 
Unfortunately, apparent difficulties 
with the high-resolution camera 
earlier led to double exposures and 
smeared images. It was_ believed 
that the camera’s shutter was open- 
ing at the wrong time. 

On Aug. 21, Orbiter was success- 
fully brought to within 35 miles of 
the Moon’s surface from a higher 
orbit with a perilune of 133 miles. 
The apolune of both orbits was 
about 1150 miles. 

Engineers took the two shots by 
disabling a sensor circuit that was 
intended to move the film slightly 
to compensate for spacecraft mo- 
tion. This way they obtained clear 
pictures from the high-resolution 
cameras. Experiments were begun 
to change the camera’s shot inter- 
vals and shutter speeds as soon as 
the satellite had been repositioned. 

Fortunately for the scientists, the 
medium-resolution lens worked well 
and returned high-quality pictures. 
At the lower altitude, the camera 
is designed to resolve objects larger 
than 25 feet in diameter. 

This the space scientists say, is 
sufficient to permit them to elimi- 
nate those sites that have slopes too 
steep for safe spacecraft landings. 

Secondary objectives of Orbiter I 
include gathering data on microme- 
teroid activity, on radiation in the 
vicinity of the Moon, and on the na- 
ture of the lunar gravitational field. 
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WE CHALLENGE YOU 

TOTEST AND COMPARE 

THESE GENERAL INSTRUMENT 
EPOXY TRANSISTORS WITH 
HERMETICALLY SEALED UNITS 
IN YOUR OWN LABORATORY. 


We'll send you these 4 GI Test them against 


FREE | 2N4140.2N2221 
2N4141.-2N2222 
2N4142.2N2906 
2N4143.:.2N2907 


PROVE FOR YOURSELF THAT THE GI EPOXY ENCAPSULATED TRANSISTORS ARE DIRECTLY INTERCHANGEABLE” 
—ELECTRICALLY AND MECHANICALLY—WITH THE HERMETICALLY SEALED UNITS. 
PLUS: Gorintroduction: to: you) = o:ites ase yeaa ee een a ee nal 


GENERAL INSTRUMENT CORPORATION 
we'll also send: 


SEMICONDUCTOR PRODUCTS GROUP 
GENERAL INSTRUMENT'S 


600 West John Street, Hicksville, New York 
Please send me my FREE 6 PAK of epoxy transistors consisting of 
NEW COMPLEMENTARY PAIR 


one sample each of the 2N4140, 2N4141, 2N4142 & 2N4143; 
also GI's new complementary pair, 2N4227 & 2N4228 complete 


! 
| 
I 
| 
| 
| 
P. Ni | a P. 7 : with data & specifications. 
Name. 
| 
I 
I 
| 
| 
I 
| 
l 
| 


2N4228 | ~™ 
‘ Company. 
featuring: h,,...75-150 @ |, = 150 mA 
Address 
Fill out & mail this coupon for 
City State Zip 


your free 6 PAK today. 


*Maximum Dissipation: 300 mW 
For further information on GI's broad line of epoxy transistors, contact your local GI sales representative. 


600 West John Street, Hicksville, L. l., N.Y. 
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RATED CURRENT, % 


AMBIENT TEMPERATURE, °C, 


Sorensen DCR Series now with temperature capability to 71°C. 


Sorensen Wide Range 
Power Supplies 


to 20 kW. 


Sorensen's wide range DCR Series has been up-dated and 
improved. What's new about the DCR's? They are now 100% 
silicon; ambient temperature capability is now to 71°C. « 
Four 3-phase models have been added extending power 
capability to 20 kW; 24 models are now available with ranges 
up to 300 volts. + Multiple mode programming—voltage/ 
current/ resistance. « Voltage regulation, line and load com- 
bined, is +.075% for most models * Constant current range 
0 to rated current. » DCR's meet MIL-l-26600 and MIL-I-6181 


Amps. Model Price Amps. Model 


DCR 20- 125A $1055 
DCR 40- 10A 325 
DCR 40- 125A 1350 
DCR 60- 13A = §25 


DCR 20- 250A 
DCR 40- 20A 
DCR 40 -125A 
DCR 60- 25A 
DCR 80- 10A 
DCR 150- 5A 
DCR 300- 2.5A 


DCR 80- 5A 325 
DCR 150-2.5A 325 
DCR 300-1.25A 325 


MODEL SELECTION CHART 
Price 


$1495 _ _ 


1995 DCR 40-500A 


specifications and conform to proposed NEMA standards. * 
Front panel indicator for voltage/current crossover. These 
features of the improved DCR (model numbers will have an 
“A" suffix) are offered at no increase in price. For DCR details, 
or for data on other standard/custom power supplies, AC line 
regulators or frequency changers, call your local Sorensen 
rep, or write: Raytheon Co., Sorensen Operation, Richards 
Avenue, Norwalk, Connecticut 06856. Tel: 203-838-6571. 


Amps. Model Price Amps. Model Price 


$ 710 60 DCR 40-60A $925 
2950 _ _ 

710 DCR 60- 40A 900 _ _ 

525 DCR 80- 18A 710 DCR 80-30A 

525 DCR 150- 10A = =710 DCR 150-15A 

§25 DCR 300- 5A 710 8 DCR 300- 8A 


525 DCR 40- 35A 
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Fluidics: a simple pipeline to rugged control 


Air or liquid amplifiers have no moving parts; 
foolproof logic is made from standard circuits. 


Roger Kenneth Field 
News Editor 


Fluidics—a new generation of 
logic and control elements developed 
during the last decade—is still an 
infant in the market place. But its 
proponents hope to change that in 
the next ten years. Both industry 
and the Federal Government are 
sponsoring research and develop- 
ment work in this field. Those fa- 
miliar with its progress feel certain 
that by the mid-Seventies fluidics 
will take its place along with elec- 
tronics, pneumatics and hydraulics 
in space, industry and consumer 
products. The advantages of their 
technology, they say, make this in- 
evitable. 

Fluidic controls are more rugged 
and foolproof than electronic con- 
trols. And they are faster, cheaper 
and more reliable than either pneu- 
matie or hydraulic controls. 

The term “‘fluidics” refers to the 
control of one fluid stream (liquid 
or gas) with another like stream. 
Unlike either pneumatic or hydraul- 
ic devices, fiuidic devices have no 
moving parts. 

Fluid devices, circuits and sys- 
tems are readily designed using 
standard electronic techniques. Most 
of the terminology used to de- 
scribe fluid devices comes directly 
from electronics (e.g., gain, bias, 
input impedance) and many of the 
companies engaged in fluidics are 
electronic firms (General Electric, 
Martin, Honeywell, Giannini Con- 
trols). Though much slower than 
electronic devices, these fluid de- 
vices are far more rugged and relia- 
ble in adverse environments than 
electronic devices. 

Charles L. Davis, vice-president 
of Honeywell’s Military Products 
Group, predicts a gross market for 
fluidics of $250 million by 1970. 

Meanwhile Eugene Humphreys, 
editor of an extensive fluid-device 
market survey, estimates that by 
1975 the value of U.S. fluid-compo- 
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nents sales should range between 
$460 million and $860 million. 

Prodded by this optimism, clever 
researchers are churning out a 
stream of fresh ideas. Recently, for 
example, the Astromechanics Re- 
search Division, Giannini Controls 
Corp., Malvern, Pa., developed a 
fluidic flip-flop that remembers its 
setting even if all power is dis- 
connected (see Fig. 1). 

This device is particularly impor- 
tant because it can be designed with 
an infinite input impedance; noth- 
ing flows except during switching. 
It could well be as important to 
fluidic logic as complementary 
switching pairs are to transistor 
logic. Here’s how it works: 

An hourglass-shaped receptacle 
contains a bead of liquid that nearly 
fills one of its two compartments. If 
air pressure is introduced into that 
compartment through orifices at its 
end, the bead will be forced through 
the constriction into the other half 
of the device. There it closes off a 


1. This fluid flip-flop remembers its setting even if all power fails. Its glycerine 


tiny, pressurized sensing tube, 
causing an output from the tube. 

The trick to good performance is 
to use a light liquid bead with high 
surface tension. Mercury was tried, 
but after much _ experimenting 
Giannini settled on a more suitable 
combination of materials. A glycer- 
ine bead rolled in very fine gold dust 
or diatomaceous earth is light and 
holds together well. When the in- 
side walls of the cavities are coated 
with Zepel (a Dupont repellent that 
is commonly applied to rainwear), 
the device can withstand vibrations 
that exceed even human tolerance 
and the bead remains intact. Tests 
at NASA’s Electronic Research 
Center, Cambridge, Mass., show 
that the bistable memory device re- 
sponds to 30 Hz. 


No moving parts in pure fluidics 


Most fluid units have no moving 
parts at all. Pure fluid devices are 
simply channels through which 


streams of a single fluid flow. Most 
of them depend on the Coanda effect 
—the tendency for a stream of 
moving fluid to adhere to any adja- 
cent smooth surface. This effect, 


ball is covered with very fine gold dust, so that it rolls in its Zepel-coated 
hourglass cavity like a drop of rain on a dusty road. 
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(fluidics, continued ) 
discovered in 1932 by Henri Coan- 
da, was used in the first fluidic bis- 
table amplifier made in 1958 at 
the Harry Diamond Laboratories, 
Washington, D. C. (see Fig. 2). 
When a stream of air flows into 
a perfectly symmetrical forked 
channel, it does not, as one would 
expect, divide evenly. Tiny turbu- 
lences make up low-pressure re- 
gions on each side of the stream as 
it emerges from the supply tube 
into the interaction region and ap- 
proaches the two output channels. 
Here we have a mild instability 
that is eliminated when the stream 
flutters toward one side or the 
other. Then the turbulences keep 
the stream adhering to that wall un- 
til a control stream fills the low- 
pressure region and the main 
stream switches to the other wall. 


The pattern on the cover is an 
enlargement of a 4-in.-by-4-in. 
etched glass slide. It and six 


others like it fused into a solid 
stack make up part of the fluidic 
missile guidance system for a 
small Army rocket. 

A sensor (classified) at the 
rocket’s gyro plugs into this 
ceramic-glass stack. Its output 
then controls the supersonic 
flow of exhaust through a huge 
bistable amplifier. The single 
block contains a sawtooth-wave 
generator, a summing junction, 
a proportional amplifier and two 
flip-flops. And nothing moves, 
except the stream of air. The 
Corning Glass Co., Corning, 
N. Y., made this integrated stack 
from a circuit diagram supplied 
by the Army’s Redstone Arsen- 
al, Huntsville, Ala. 
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This bistable device is a funda- 
mental fluid element. By adding ex- 
tra input ports and connecting the 
output of one device to the input 
of the next, the engineer can make 
many different logic elements. And 
often a single element is the logical 
equivalent of many electronic com- 
ponents. For example, the electron- 
ic equivalent of the simple fluid 
flip-flop contains eight resistors and 
two transistors. Thus, in certain 
cases, fluid logic can take up even 
less space than its electronic coun- 
terpart. 

To make a proportional analog 
amplifier, the component designer 
need only reshape the interaction 
region to discourage the main 
stream from adhering to the walls 
(see Fig. 3). Then the small fluc- 
tuations in the control signal 
emerge as large fluctuations in the 
output. With no control signal, the 
main stream divides equally into 
the output channels. Another ana- 
log device operates somewhat differ- 
ently. In the vortex amplifier, a con- 
trol stream impinges on the supply 
stream causing it to spiral around 
the output tube. A small control 
signal causes a substantial dectease 
in output much as the addition of a 
small amount of negative charge to 
the grid of a triode causes a sub- 
stantial decrease in its plate cur- 
rent (see Fig. 5). 


The big electronic analogy 


It is somehow ironic that fluid 
devices and systems are dealt with 
in electronic terms. In the early 
years of electricity, the then myste- 
rious movement of current through 
conductors was explained by the 
analogy of water flowing through a 
pipe. Now the tables have turned. 
Fluidics people “wire” discrete com- 
ponents together (they use plastic 
tubing, of course). And nearly every 
device and technique is described 
by analogy to electronics. 

There are even analogies to pas- 
sive components. A capacitor, in 
fluidics, is merely a container like 
an air tank. A resistor is a porous 
block in a passage. An inductor is a 
long fine tube. 


Slow response restricts fluidics 


The slow speed of fluid travel is 
the major factor that prevents 
fluidics from eliminating most elec- 
tronics. The ratio between the 


INTERACTION 
REGION 


2. Bistable amplifier operates on the 
Coanda effect. Fluid from the pressure 
source adheres to the walls of B until 
a control signal is applied to b. Flow 
then switches to C. 


speed of electromagnetic propaga- 
tion and the speed of sound is 
roughly one million. This means 
that fluid logic will probably never 
get above the 100-kHz range. But 
millisecond response times are 
splendid for use with many big ma- 
chines, where the inertia of moving 
parts prevents faster response any- 
way. Such times are also adequate 
where man is a component in the 
system, and in certain operations 
that must be manually controlled. 

Because of these speed limita- 
tions, most fluidics manufacturers 
view their products as complemen- 
tary to electronics. Fluidics are 
most suitable for the control of ma- 
chines that use pneumatic or hy- 
draulic power for motion. But many 
interesting applications will use 
fluidics as a companion technology 
in hybrid systems. 

If a system demands fast re- 
sponse in some parts and great re- 
liability under adverse conditions 
in others, a hybrid approach may 
work wonders. Fluidic-electronic in- 
terfaces are being developed. 

The Massachusetts Institute of 
Technology has created turbulence 
in a laminar flow of air with spark 
discharges. Though inefficient, this 
would be a good interface where 
conservation of electrical power is 
of no particular importance (see 
Fig. 4). 

International Computers and 
Tabulators, Ltd., Putney, England, 
is developing an inexpensive elec- 
tronic-fluid digital interface. The 
company has demonstrated that 
sound waves from an _ ordinary 
loudspeaker can induce fluid switch- 
ing when directed into the control 
jet of a fluid OR/NOR element. 
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As comfortable 
as an old 


That’s the way most engineers feel about using these 28 Secondly, they’re reliable. That’s what makes it 
popular Motorola silicon annular complementary transistors gq comfortable for the designer. He knows he can 
in their designs. 


depend on each and every device with patented 
annular structure that he uses. 
2N2218-18A | 2N2904-04A Complementary: high performance STARS* He also knows he has a dependable supply. 


cate Seep for medium level switch and amplifier Motorola has been making these types by the 


2N2222-22A | 2N2907-07A | applications. millions for years. 


Complementary high performance BOX And the prices? They’re comfortable, too. That 
hele prariie for low level switch and amplifier i ; P y 
applications. is the nicest part. 


2N3252 2N3467 Complementary high performance So, why don’t you get yourself some old shoes 
2N3253 2N3468 Setar for high level switching — and get comfortable! Your local Motorola semi- 


ccleaawannT Gh Genk ; conductor distributor has them all in stock in up 
n *as . 
2N2369 2N3546 oat. high mead witch pe prermedy to 1000 quantities. Larger requirements can be 


Why ? handled by your nearest Motorola district office. 

Because they are versatile. They fit anywhere — do all For complete technical data write: Motorola Semi- 
jobs well. If there were such a thing as a “universal” transistor, conductor Products Inc., Dept. TIC, Box 955, 
these would all be top candidates for the title. Phoenix, Arizona 85001. 


*Trademark of Motorola Inc. 


MOTOROLA Semiconductors 
— where the pricelers ingnediient & cane! 
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New from Sprague! 


Substantial saving of space in all wattage ratings — 
1/20, 1/10, 1/8, 1/4 1/2, and 1 watt—with 


Extended-Range Filmistor Resistors now offer, in addition to accuracy . . . sta- 
bility . . . reliability . . . resistance values in size reductions which were previously 
unobtainable. Size and weight advantages of Filmistor Resistors now make them 
ideal for applications in high-impedance circuits, field-effect transistor circuits, 
etc. Many designs which previously had to settle for the higher temperature 
coefficients of carbon-film resistors in order to obtain required resistance values 
can now utilize the low and controlled temperature coefficients of Filmistor 


5 Times the Resistance of 
a Conventional Metal-Film Resistor 


of Equal Size! 


Typ 
Extended-Range 
Filmistor 
Resistor 
Conventional 
Metal-Film 
Resistor 


EXTENDED-RANGE FILMISTOR 


METAL-FILM RESISTORS 


absolutely NO SACRIFICE IN STABILITY! 


Metal-Film Resistors. 


Other key features are +1% standard resistance tolerance, low inherent noise 
level, negligible voltage coefficient of resistance, and tough molded case for 


protection against mechanical damage and humidity. 


SPRAGUE COMPONENTS 


RESISTORS 
CAPACITORS 


TRANSISTORS 


INTEGRATED 


THIN-FILM MICROCIRCUITS 
INTERFERENCE FILTERS 


45R-6139 
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For complete technical data, write for Engineering Bulletin 
7025C to Technical Literature Service, Sprague Electric Co., 
347 Marshall Street, North Adams, Massachusetts 01247. 


PACKAGED COMPONENT ASSEMBLIES 
FUNCTIONAL DIGITAL CIRCUITS 
MAGNETIC COMPONENTS 

CIRCUITS PULSE TRANSFORMERS 
CERAMIC-BASE PRINTED NETWORKS 
PULSE-FORMING NETWORKS 
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SPRAGUE 


THE MARK OF RELIABILITY 


*Sprague’ and '(@)’ are registered trademarks of the Sprague Electric Co. 
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(fluidics, continued) 


Dr. Ronald Rosenweig at Avco, 
Cambridge, Mass., has developed a 
ferromagnetic liquid. The liquid is 
attracted to a magnet just like per- 
meable solids. It is a colloid of tiny 
ferromagnetic particles suspended 
in kerosene. If it were desirable to 
use a ferromagnetic liquid in a 
fluidic system, then it should be 
very easy to have two coils switch 
the stream. Their magnetic field 
could attract the liquid itself, ac- 
cording to Dr. Rosenweig, switch- 
ing it from one wall to the other. 

A number of the companies in 
fluidics are turning out pressure- 
actuated switches for the electrical 
read-out of fluid logic outputs. 


Fluids flow in many materials 


In theory, the fluid devices could 
be made from any solid that is not 
soluble in, and not porous to, the 
fluid it transports. It is common 
rumor that an air amplifier has 
been made from a bar of soap. 
Martin-Orlando has made very small 
integrated devices with stacks of 
etched, thin beryllium copper plates. 
Corning Glass successfully etches 
and fuses its integrated stacks 
made of glass layers. Aviation Elec- 
tric, Ltd., Montreal, Canada, injec- 
tion-molds its components out of 
polycarbonate thermoplastic. One of 
these is a vented diode, in which 
the fluid can move only forward. 
In general, materials are chosen 
with regard to intended environ- 
ment, ease of fabrication and cost. 

Just two years ago there were 
hardly any working applications of 
fluid controls; they were consid- 
ered interesting laboratory oddities. 
Now scores of applications have al- 
ready proved that fluidics can do 
many big jobs reliably. One fluid 
device was recovered from a rocket 
after impact. It was tested and 
worked perfectly. 

At this moment Martin/Balti- 
more is testing the radiation and 
temperature limits of fluid compo- 
nents to see if they could be used in 
a solar probe that will pass within 
30 million miles of the sun. Fluidics 
are also controlling beer levels in 
vats at a Schaefer brewery in 
Brooklyn, N. Y. # 
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3. Proportional analog amplifier (above) has a_heart- 
shaped interaction region. Its contours prevent the main 
stream from adhering to either wall, and the output 
through the left leg is proportional to the momentum of 
the right control flow. Oscillator (below) uses part of out- 
put flow to switch itself periodically. 
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5. Vortex amplifier (analog) works much like a triode. 
Control flow modulates main stream by orbiting it. 
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7. One bistable fluid unit can trigger another. 
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4. In the turbulence amplifier (a and b) there is an output 
only if no control flow turns the laminar main stream 
turbulent. This NOR element, made by the Howie Corp., 
Norristown, Pa., can be used as a building block to make 
other logic functions. M.I.T. has worked on the electro- 
phoretic method of making a laminar flow turbulent (c). 
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6. Three-dimensional logic device, by Sperry-Utah, has 
three outputs. Each control cancels opposite output. 
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8. In OR/NOR fluidic unit, a bias directs flow to NOR. 
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Evolution not revolution is Wescon theme 


Additions and refinements to established trends 
were apparent in many product areas. 


Frank Egan 
News Editor 


The 1966 Western Electronic 
Show and Convention is now his- 
tory and thousands of engineers 
who attended are back home di- 
gesting what they saw and heard. 

One very apparent note observed 
at the show was that component 
and equipment manufacturers as 
well as designers are following 
and expanding on previously es- 
tablished trends. One of the most 
noteworthy of these is the plastic 
encapsulation of semiconductors. 


Plastic devices coming on strong 


Those who attended Technical 
Session 18 heard glowing predic- 
tions about plastic semiconductors 
and the impact they will be having 
on the industry. The four authors 
from major semiconductor manu- 
facturers described how the low- 
cost, high-performance and im- 
proving reliability of plastic units 
are responsible for a growth rate 
unrivaled by any other product in- 
novation in the semiconductor 
field. 

Doubts about these rosy predic- 
tions were quickly dispelled on the 
floor of the Sports Arena where at 
least half a dozen manufacturers 


noe he Oe 


displayed their latest in plastic 
semiconductor technology. 

General Electric, whose first 
plastic unit was introduced in 
1963, making it an old-timer in the 
business, displayed its first plastic 
power transistor. The device, a 
high-voltage npn-type, can handle 
up to 300 volts and sells in the 40- 
to 50-cent price range. GE also dis- 
played the rest of its plastic semi- 
conductor line, which includes a 
broad range of signal transistors, 
diodes, SCRs and specialty de- 
vices. GE spokesmen enthusiasti- 
cally discussed the company’s en- 
trance into the plastic IC field. The 
recently announced GE clock-ra- 
dio uses a single plastic IC chip 
encapsulated in an “economy” 14- 
lead, dual-in-line package. Al- 
though the devices are now made 
only for in-house use, GE expects 
to market a number of plastic en- 
capsulated linear ICs early in 
1967. 

Another plastic unit that made a 
big splash at the show was Bendix 
Semiconductor’s 25-watt B-5000 


power transistor. The company’s 
confidence in plastic units in gen- 
eral and the B-5000 in particular 
was apparent from the fact that 
Bendix devoted much of its booth 
space to the B-5000. In high-vol- 


Epoxy silicon transistor line was displayed by General Instrument. All units 
are packaged with the three leads in a 100-mil circular configuration. 
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ume quantities the B-5000 costs 
less than 40 cents. 

A relative newcomer to the plas- 
tic semiconductor market, General 
Instrument, also displayed its 
plastic line, with units priced as 
low as 15 cents in large quantities. 
The series covers the frequency 
range from de to uhf and includes 
six ElA-registered power am- 
plifier/switching devices. 

The General Instrument devices 
include the 2N4140 and 2N4141 
(npn), which are electrical equiv- 
alents of the standard 2N2221 and 
2N2222; the 2N4142 and 2N41438 
(pnp), which are equivalent to the 
2N2906 and 2N2907; and the 
2N4227 and 2N4228, which are pnp 
and npn complementary devices 
with tighter gain specs (75 to 150 
at 150 mA) than the first four 
units. 

Other semiconductor manufac- 
turers who participated in the 
plastic parade were Sprague Elec- 
tric, Motorola Semiconductor and 
Signetics. Sprague exhibited its 
“Econoline,” which consists of 48 
epoxied, silicon, small-signal de- 
vices produced under license from 
GE. Sprague, incidentally, is now 
tooling up for an anticipated ep- 
oxied dual in-line flat-pack for 
September marketing. 

Motorola displayed its “Uni- 
bloc’ transistors, “Cermetic’” diodes 
and a dual in-line, 14-pin flat pack. 
Approximately 120 transfer-mold- 
ed, house-numbered devices were 
shown in all. 

The Signetics exhibit included 
nine dual, in-line product families, 
five of which were shown for the 
first time. At the present time the 
entire Signetics’ line, except for 
linear circuits, has been put into 
plastic. The company expects to 
have its total line in plastic by ear- 
ly 1967. 


More true-rms meters shown 


Another continuing trend evi- 
dent at Wescon this year was the 
true-rms-reading voltmeter. Two 
more companies added __instru- 
ments with such capabilities to 
their line to join John Fluke Man- 
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Transistor Parameter Measurements 
with the hp 8405A Vector Voltmeter 


Data subject to change without notice. Price f.0.b. factory. 


Measurement of transistor h, y or z 
parameters becomes increasingly dif- 
ficult above 100 MHz through an 
inability to obtain consistently good 
open- and short-circuits. Tedious ad- 
justment of tuning stubs is usually 
required for each measurement fre- 
quency, and unwanted circuit oscilla- 
tions often occur. 


With the 8405A Vector Voltmeter, how- 
ever, it is easy to measure a slightly 
different set of parameters—the ‘s” 
or scattering parameters. Measurement 
is simple over a wide frequency range 
and since the parameters are measured 
with a Z, load, there is little chance for 
oscillation. The measured s parameters 
can be plotted directly on a Smith Chart 
and easily manipulated to establish op- 
timum gain with matching networks. 
Or the s parameters can be translated 
into h, y, or z parameters if desired. 


Free Application Data 


Hewlett-Packard has prepared an ap- 
plication note on s parameter meas- 
urements. Write today for your copy 
of Application Note #77-1, “Transistor 
Parameter Measurement”, to 1501 
Page Mill Road, Palo Alto, California 
94304, Tel. (415) 326-7000; Europe: 
54 Route des Acacias, Geneva. 

The hp 8405A Vector Voltmeter is 
a new, wideband, 2-channel RF milli- 
voltmeter-phasemeter. With the 8405A, 
measurements that were formerly diffi- 
cult or impossible can now be made 
quickly, easily and accurately. 


Major Specifications, HP 8405A Vector Voltmeter 


Frequency Range is 1 to 1000 MHz in 21 over- 
lapping octave bands; automatic tuning 
within each band. 


Voltage Range for Channel A (synchronizing 
channel), 300 nv to 1 v rms (5-500 MHz), 
500 uv to 1 v rms (500-1000 MHz), 1.5 mv 
to 1 v rms (1-5 MHz). 

Voltage Range for Channel B (input to Chan- 
nel A required), 100 uv to 1 v rms, full scale. 
Full-scale meter ranges from 100 uv tol v 
in 10 db steps. Both channels can be ex- 
tended to 10 v rms with 10214A 10:1 Divider. 
Phase Range of 360° indicated on zero-center 
meter with end-scale ranges of + 180°, +60°, 
+18°, +6°. Phase meter OFFSET of +180° 
in 10° steps permits use of +6° range for 
0.1° phase resolution at any phase angle. 
Price: $2500. 


HEWLETT (hp, PACKARD 


Anextra measure of quality 
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NEWS 


(Wescon, continued) 


ufacturing Co., Hewlett-Packard 
and others. 

One of the new true-rms meters 
was displayed by Ballantine Labs, 
Inc. It covers the voltage range 
from 300 »V to 330 V, with null 
indicator range of 100 to 300 pV. 
The frequency range of the meter 
is 10 Hz to 20 MHz, with an accu- 
racy of 2 per cent of reading from 
50 Hz to 10 MHz. The other meter 
was displayed by Millivae Instru- 
ments, Inc. This instrument covers 
the frequency range from 10 kHz 
to 1.2 GHz in four steps. Seven 
voltage ranges cover the span from 
3 mV to 3V, or to 300 V with a 
100/1 divider. Response of the me- 
ter is true rms up to 30 mV and 
peak above that, or true rms up to 
3 V with the divider. 


MOS ICs form computer blocks 


The trend towards more complex 
functions on an IC chip were in 
evidence this year, with one par- 
ticularly noteworthy example being 
the MOS device introduced by Gen- 
eral Instrument. The new micro- 
circuit, designated MEM 5021, is 


a digital differential analyzer 
(DDA) constructed on an 8&6- by 
72-mil chip. 


When used in conjunction with 
a companion MOS dual-shift regis- 
ter, the chip forms a complete DDA 
integrator. The DDA is designed to 
be used in parallel operations and 
performs rectangular integration. 

The MEM 5021 is packaged in 
a 24-lead flat pack measuring 1/4 
by 3/8 inch. It contains 230 active 


elements on the single chip. Both 
the MEM 5021 and its companion 
shift register have a power dissi- 
pation of less than 50 milliwatts. 

Other integrated circuit manufac- 
turers also continued the trend to 
greater complexity level in ICs. 
Following its initial announcement 
in March 1966, Sylvania Electric 
Products, Inc., added a 16-bit in- 
tegrated scratch-pad memory to its 
line of monolithic digital functional 
arrays. At the same time, Signetics 
Corp. announced its official entries 
in this market: two counter/storage 
registers. 

The Sylvania unit, SM-30, con- 
sists of a complete 4 x 4 matrix of 
R-S flip-flops on a monolithic sili- 
con chip. Read and write times are 
specified as 25 ns and 35 ns and the 
power consumption is 250 milli- 
watts. Available in either a dual, 
in-line or flat package, this unit 
rounds out Sylvania’s line of com- 
plex functions. 

The Signetics units each consist 
of four J-K flip-flops and 13 gates 
on single silicon chips. The S1280A 
is a 4-bit decade counter and the 
$1281A is a 4-bit binary counter. 
These particular units are available 
in plastic dual in-line plug-in pack- 
ages. 


Portability gets a boost 


A giant step in the trend toward 
more portable test equipment was 
taken by Tektronix, Inc., with the 
introduction of a compact, com- 
pletely self-contained spectrum an- 
alyzer. The new unit, designated 
Type 491, is 7 x 12 x 22 inches and 
weighs less than 40 pounds. It op- 
erates over the range from 10 MHz 


to 40 GHz, with a resolution of 
1 kHz to 100 kHz. Dispersion range 
is 10 kHz to 100 MHz, while cw 
sensitivity is —110 to —70 dbm. 


Small leakage detected 


Measurement of picoampere leak- 

age currents of transistors or FETs 
is possible with a programed sys- 
tem introduced by EG&G, Inc., Las 
Vegas. A programer cycles auto- 
matically through the following se- 
quence for a transistor: 
Topo, Iepos Toro Ics, Icex and Igpx. 
For an FET, the sequence is: Ipgg, 
Igsg and I,. A knob controls Vg so 
that pinch-off voltage can be read 
directly (when I, = 1 pA). Gain 
can be read directly on the Ipgg po- 
sition. 

The programer will be priced in 
the $1500-2000 range. 

Read-out can be on the Model 
ME920 picoammeter ($2435) with 
an analog meter, or on a digital pi- 
coammeter, the Model ME930 
($3575). Accuracy is +5% on the 
0-10 picoampere range. All three 
instruments are attache-case size. 


VIDEODISC shown 


Sports fans at Wescon examined 
with interest the device used by 
television networks to provide in- 
stant replays during football and 
baseball broadcasts. The device, 
called a VIDEODISC Recorder by 
its developers, MVR Corp. of Palo 
Alto, Calif., uses a 12-inch metallic 
disc for recording and reproducing 
TV signals. In operation, the disc 
rotation is synchronized with the TV 
signal so that one compete frame 
(two interlaced fields) is recorded 
for each revolution of the disc. ™ ™ 


Liquid laser uses inorganic fluid 


The first liquid laser to use an in- 
organic fluid as the light-amplify- 
ing medium, and only the second 
known liquid laser of any kind, has 
been built at General Telephone and 
Electronics Laboratories, Inc., Bay- 
side, N. Y. 

The new laser emits in the in- 
frared region at a wavelength of 
1.06 microns. In tests performed, 
the device has been pulsed at room 
temperature and produced an out- 
put energy comparable to that of 
solid-state lasers of similar size un- 
der identical operating conditions. 
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According to Dr. Alexander Lem- 
picki and Dr. Adam Heller of GT & 
E, the laser solution’s gain is so 
high that in certain modes laser ac- 
tion can be achieved without the 
usual end-mirrors. Normally such 
mirrors are essential for a laser to 
operate. 

The developers say that making 
the liquid laser is an uncomplicated 
and noncritical 10-minute proce- 
dure. A bluish powder of neodymi- 
um oxide is simply dissolved in a 
solution of selenium oxychloride. 
The liquid is then transferred to a 


glass tube, which can be any shape 
or size. 

The laser operates on the princi- 
ple that solvents like selenium oxy- 
chloride do not contain light atoms, 
like hydrogen. This absence of light 
atoms greatly increases the bright- 
ness of solutions, since the active 
ions, neodymium in this case, ,are 
more likely to emit photons of light 
than dissipate their energy in 
heating the solvent. The new princi- 
ple may generate a whole family of 
liquid lasers using other rare-earth 
ions and heavy-atom solvents. = & 
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No other RE transistor 
Call offer this ; 5 dB — MHz 
performance —~ 


450 MHz 


1 Hermetically sealed metal case for 
high temperature capability 


1 low-leakage silicon 


ACTUAL SIZE 


at this price...1"* 


RCA’s new 2N4259 low-noise, low-capacitance RF tran- 
sistor simplifies the design of UHF/VHF receiver cir- 
cuits...offering more gain...less noise...at frequencies 
up to 500 MHz! 


APPLICATIONS INCLUDE: Commercial, industrial and military 
communications equipment such as: mobile and aircraft radio, 
expendable military equipment, telemetry equipment, amateur 
equipment, wide-band amplifiers in industrial, military and nu- 
clear applications. 

The RCA 2N4259 silicon RF transistor is hermetically sealed 
in a 4-lead metal case for added high temperature capability. 
Shielding, achieved by grounding the case with the fourth lead, 
provides these extra advantages: 

= reduced spurious signal pickup and device radiation 

= reduced feedback capacitance 

a higher usable gain 
RCA skill and experience in silicon technology and mass production econ- 
omy techniques make the 2N4259 RF transistor a unique combination of 
top performance and top value. For complete information, pricing and 
delivery, call your RCA Field Representative. For technical data, write RCA 
Electronic Components and Devices, Commercial Engineering, Section 
EG8-5 _, Harrison, N. J. 


SEE YOUR RCA DISTRIBUTOR FOR HIS PRICE AND DELIVERY 


The Most Trusted Name in Electronics 


construction 


2N4259 in quantities 


ELECTRICAL SPECIFICATIONS 


High Breakdown Voltage 
BVceq = 30V min. 


High Beta 
hee = 60 min. 

High Gain Bandwidth Product 
f, = 750 MHz min. 


Low Feedback Capacitance 
C., = 0.55 pF max. 


Low Collector-To-Base Time Constant 
r,C, = 8 ps max. 
High Dissipation 
P; = 175 mw max. at 25°C Ambient 


High Temperature Capability 
T, (Junction Temp.) = 175°C max. 


Reliability is a halo 
some companies wear better than others 


IRC type XLT resistors have undergone 
over a ¥4-billion unit hours of testing to 
various stress levels without a single fail- 
ure. Documented failure rate is less than 
0.0003%/1000 hours, full load at 125°C. 
Thisfarexceedsthetoughest MIL-R-55182 
requirements. 


Since 1959, IRC has supplied over 2 mil- 
lion XLT resistors for critical circuit use 
in Minuteman, Saturn, Surveyor, Agena, 
Apollo, LEM, Mariner and many others. 
Not a single failure. 


We have earned our halo. For no one can 
match IRC’s record of reliability—or its 
experience in achieving it. 


Most XLT resistance values are available 


from stock. And, production lead time is 
fully geared to your needs. Write for data 
and prices. IRC, Inc., 401 N. Broad Street, 
Philadelphia, Pa. 19108. 


CAPSULE SPECIFICATIONS 
—_— 


STYLE RNRS/C, E, G 


ESTABLISHED F.R. <0.0003%/1000 hrs. 
60% conf. 


¥% W @ 125°C 
+0.5% and +1.0% 
102 to 200K 


WATTAGE 
TOLERANCES 
RESISTANCE 


TEMPERATURE 
COEFFICIENT 


CONSTRUCTION 


+25, 50 and 100ppm/°C 
evaporated metal film, 
hermetically sealed 


® 
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Big computer for government 


The consensus among government observers 
is that Washington should soon get its 

giant master computer, for all its 

Orwellian overtones. The latest proposal is 
given a good chance of being approved because 
it does not appear to invade individual privacy, 
it aims specifically to help cities and save them 
some money, and it bears the magic name of 
Kennedy. 


Sen. Edward M. Kennedy (D-Mass.) has 
enlisted the support of a distinguished group 
of powerful senators for his plea for a study 

of the feasibility of the vast computer. The 
computer would keep track of each city’s 
problems, keep track of federal aid programs for 
the cities, and match the programs to the 
cities’ needs. The idea appeals to Congress 
because it may well pinpoint overlapping aid 
programs so that they can be trimmed to size. 
The Administration likes the idea because 
planning and building such a computer and its 
satellites would be clear evidence of intent to 
help the cities without embroiling the Federal 
Government in local politics. Mayors and city 
managers favor the idea because it would guide 
them toward funds without controlling them. 


Kennedy wants the feasibility study 

to be supervised by the Senate Subcommittee on 
Intergovernmental Relations. This group has 
already carried out a preliminary study with 
Xerox Corp.’s Basic Systems, Inc., and 
University Microfilms, Inc. Kennedy envisions 
“a computer-based information system, using 
satellite centers, which would provide each 
state and local government with detailed 
information on which programs were available 
to it and which would be most appropriate to 
it. With a profile of each community, a satellite 
computer could be programed to inform the 
community of what new programs are available, 
what programs have filled their quotas, what 
programs have changed, and what programs 
have been discontinued.” 


The Senator points out that “such a 
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program has been used with great success 

by the National Aeronautics and Space 
Administration in their Technology Utilization 
program to provide private industry with 
detailed information on technological advances 
that may be of benefit to particular industries.” 
He adds that the advantages of such computer 
systems have already been proven by the 
Census Bureau, the Internal Revenue Service, 
the Post Office and, of course, the Department 
of Defense. 


Kennedy says that several months’ 
consultations with representatives .of such 
firms as IBM and Diebold Associates have 
made him optimistic that such a system could 
be built. The first study he wants undertaken 
would be to determine what kind of system 
is needed and what form its construction should 
take. IBM has already completed one study for 
Kennedy and has come up at least with the 
questions that need to be asked, he says. 
Kennedy favors incremental development and 
construction so that new developments can be 
incorporated as the system evolves. 


Industry slow to adopt space technology 


Several recent reports conclude that U.S. 
industry is not exploiting fully the technology 
that is being generated by the nation’s space 
program and military R&D projects. 


Denver Research Institute, in a study made for 
NASA, reports that the reason for this 
slowness is not so much a lack of information 
from the Government as obstacles that the 
private firms themselves erect. Among these 
it lists their reluctance to change, lack of 
knowledge, shortage of capital, organizational 
rigidity, and unwillingness to take what 

they deem to be risks. The institute also 
mentions Government regulations and security 
restrictions. 


But Dr. Charles Kimbal, president of the 
Midwest Research Institute, puts it more 
bluntly: “The real barriers are neither financial 
nor technical. The barriers are outdated 
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Washington 
Report CONTINUED 


institutional practice, lack of entrepreneurship, 
and reluctance to accept new ideas and new 
practices.” 


The comments are quoted in a_ report 
made to the National Commission on 
Technology, Automation and Economic 
Progress by Richard L. Lesher, NASA 
Deputy Assistant Administrator for Technology 
Utilization, and George J. Howick, of the 
Midwest Research Institute. . 


Hospital EDP systems get check-up 


A Public Health Service study of hospital 
automated communications systems is expected 
to show the way to an improved ‘‘second 
generation” of such systems for wider hospital 
use. The PHS is conducting the study with 
Tulane University, New Orleans. It is being 
financed with $234,000 in Hill-Burton funds. 


Specifically, PHS and Tulane will study 

the input-output devices with an eye on possible 
modifications or new arrangements. At the 
PHS New Orleans hospital the study will 
survey the whole gamut of communications 
systems and EDP systems that maintain 
records from a patient’s weight at the time of 
his admission to his most recent temperature 
check. Special emphasis will be placed on 
graphic outputs and on keyboard input devices 
that would open the systems to use by every 
physician in a hospital. 


Air Force resumes emergency radio net tests 


The Air Force has resumed testing what it 
hopes will become an emergency Defense 
Department communications network. It will 
use the carrier signal of commercial broadcast 
stations without interfering with regular 
programs. The Pentagon, Civil Defense officials 
and broadcasters are exuberant about the 
results of their analysis of the system’s first real 
test, which was precipitated by the massive 
Northeast power blackout last year. 


During the blackout, carrier frequencies were 
shifted at a teletype rate without distorting the 
AM broadcast signal. The stations were able 
to provide news to the population of the 
blacked-out area, while the Defense Department 
was able to maintain its communications 
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without interruption. (Pentagon officials point 
out that there would have been no interruption 
in any event; several alternative systems were 
available, but the blackout provided a good 

test under realistic conditions.) 


Cooperating stations may in the future be able 
to receive a small federal subsidy for part of 
their operations. The stations al] lie in an 
area bounded by Rochester, N. Y., Boston, 
Washington, and Wheeling, W. Va. A Defense 
Department-Federal Communications 
Commission program that existed before the 
system was conceived has already provided 12 
stations with stand-by power generators and 
fall-out shelters. The agency responsible for 
testing the system is the Air Force Research 
and Technology Division’s Rome Air 
Development Center, Griffiss AFB, N. Y. 


New ‘“‘tactical move’ in Pentagon R&D 


A major Pentagon R&D appointment is 
expected to give new impetus to the switch 
from big strategic systems to smaller tactical 
hardware—a policy that has been picking up 
speed steadily for five years. This is how 
Washington is interpreting the promotion of 
tactical expert Marvin L. McNickle to 
lieutenant general and his appointment as 
Deputy Director of Defense Research and 
Engineering in charge of administration, 
evaluation and management. 


What has elicited comment is that McNickle 
will also have supervisory control over the 
operational test and evaluation of new weapons 
systems. This is a function added when John 

S. Foster, Jr., recently took over as Director 
of Defense Research and Engineering. The fact 
that Foster selected a tactical man to fill the slot 
is considered a clear indication of his view of 
the Pentagon’s new R&D role. 


System Development Corp. has made a study 
predicting what kind of computers will be 

on the market in 1971. Based on present data 
processing systems, the SDP team’s study 
spotted a number of problems ahead. The 
study implies that software people devote too 
much effort to optimizing or maximizing 

the sophistication of the software alone. 
Instead, they will have to take an over-all view | 
of the entire system and make optimum use of 
hardware plus software. The report, 
AD-632 477, is available from the Commerce 
Department’s Clearinghouse, Springfield, 

Va. 22151. 
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SIZE 8 10 ll ll 
LENGTH (M.F.) 0.770} 0.770} 1.215 | 1.215 
WEIGHT (02Z.) 1.0 1.6 3.2 3.2 
INERTIA (GM-CM?) 0.19 0.19 | 0.77 0.37 
INDEX 90° 90° 90° 15° 
ANGLE £2? Sor eae b 2) Be 


PM PM | PM VR 
223 2m | 2f 32 


RATED D.C. VOLT. 28V 28V | 28V 28V 


RESISTANCE 
(OHMS/PHASE) 


NO LOAD RESPONSE 
RATE PULSE/SEC 


NO LOAD SLEW 
RATE PULSE/SEC 


HOLDING TORQUE 
OZ-IN ONE PHASE 


TYPE 


300 300 300 150 


320 350 185 600 


930 700 190 1600 


0.35} 0.50) 1.4 0.60 


CLIFTON 


% 


8 8 8 ll 
1.062 | 1.112 | 0.770 | 1.215 [1.062 | 1.535 
1.5 1.5 1.0 3.2 1.5 6.4 
0.18 0.45 | 0.19 0.77. «40.10 12.4 


90° go° 45° 45° 15° go° 
+#3° +3° +2° +2° #1°. | #3° 


PM PM PM PM VR PM 
22 2 2g 23 3D 22 


28V 28V 28V 28V 28V 28V 


300 300 135 130 150 150 
360 280 500 440 950 150 
375 650 2700 | 1200 | 1800 | 150 


0.80 | 0.58 | 0.60 15 0.54 3.2 


DETENT, OZ-IN 

i oi — 0.8 
ZERO INPUT 0,05 0.05 | 0.24 0.17 0.10 0.05 0.12 
TYPE NUMBER IMSA-8-1 | MSA-10-A-1]MSA-11-A-1|RSA-11-A-1] MSM-8-A-1] MSL-8-A-1] MSA-8-A-3] MSA-11-A-2 | RSA-B-A4] MSA-15-A-1 


EXCITATION MODE: TWO PHASES PARALLELED ALTERNATELY. TYPICAL CHARACTERISTICS 


After careful testing and having already 
had units in end-use equipment in the 
field, we are now ready to announce a 
full line of size 8, 10 & 11 stepper motors 
and the controllers that go with them. 

Steppers are gaining popularity rapidly 
in digital systems because of their quick 
response, high resolution, and many 
other distinct advantages over the con- 


CLIFTO 


ventional servo motor. 

We’d like to step in to your stepper 
motor picture with Clifton Precision 
quality, reliability and application 
knowledge. 

Clifton Precision Products, Division 
of Litton Industries, Clifton Heights, Pa., 
Colorado Springs, Colo. Area 215 622- 
1000; TWX 215 623-6068. 


PRECISION 
PRODUCTS 


DIVISION OF LITTON INDUSTRIES 
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... nearly everybody! 


For your next design where there's too little room for 
components and no room for compromise...turn to ‘tiny 
but tough" TRW Type 608 Mylar* capacitors. 


Excellent electrical characteristics and exceptionally 
small size make the Type 608 ultra-miniature a good 
capacitor for exacting military and instrument applica- 
tions. Add the remarkable record of space-proven reli- 
ability and TRW Type 608 becomes a great capacitor! 


Look at these outstanding features! 

= 50% smaller than MIL-C-27287 

= 4% |b lead pull capability 

= Mylar-foil, tape-wrapped construction 

=» Exceeds characteristics of many larger units 

a MIL-C-27287 performance 

= 50V and 100V, .001 to 2.0 mfd 

= Temp. range —55 to +85°C; to 125°C with derating 
= Tolerance to +1% available 


Contact TRW Capacitor Division, Box 1000, Ogallala, Nebraska, or phone (308) 284-3611. TWX: 910-260-0321 


TR W CAPACITORS 
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*DuPont's trademark for polyester film, 
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EDITORIAL 


E Man looks to science 
for his future happiness 


“Science and engineering, more than any other forces, are re- 
sponsible for removing the isolation between men and nations.” 
So said C. Lester Hogan, vice-president and general manager of 
Motorola Semiconductor Products, Phoenix, Ariz., in a recent 
keynote address at a St. Louis microelectronics symposium. 

The evidence in support of his contention is clearer almost 
day by day. Whenever an astronaut is launched into space, his 
achievements are a matter of concern right around the world. 
When athletes compete for Olympic medals, they draw the almost 
simultaneous attention and enthusiasm of many millions of fans 
in scores of different countries. A royal coronation, a papal elec- 
tion, a world leader’s funeral, an international soccer match, a 
presidential inauguration—all these things are watched or listened 
to or read about within a few hours at most of their occurrence. 

Orbiting satellites, television broadcasting, worldwide tele- 
printer networks and other communications media have made the 
rapid spread of information possible and have in turn been made 
possible largely by electronics. It is a simple matter to pick up a 
telephone and talk to someone half a world away. A cancer victim 
can hope for relief from his suffering through skillful applica- 
tion of a radioactive isotope. Man can fly higher than any bird, 
sail farther than any fish, ride faster than any horse. Man’s debt 
to science is inestimable. 

The growth of communications has made it easier for the aver- 
age man to take the measure of his leaders. Increasingly complex 
controls are needed by a minority if it wishes to fool most men 
most of the time. Communications have also become a powerful 
force for education. A film of a distant land, showing its people, 
customs, beliefs, way of living, quickly shatters myths of “pagan 
hordes” or “slave empires” in so-called backward societies. 

Conflicts between men and nations persist, but science and en- 
gineering that refine the destructiveness of weaponry also are 
reducing little by little the perils of wholesale global war. Even 
the most ambitious dictator’s hand is restrained by his awareness 
of the cost of a victory that would be Pyrrhic at best. 

Science and technology have reached heights of respect and 
appreciation that they have never attained in the past. Govern- 
ments, private enterprise, public and parochial institutions court 
scientists and engineers for service or counsel as never before. 
The veil of superstition and fear in which they used to be wrapped 
has been lifted once and for all. Regard for them is slowly sur- 
passing that traditionally reserved for such professions as the law. 

The achievements and successes of science are manifest and 
incalculable. But this is not the time for self-congratulation and 
complacency. We must continue to strive to make worthwhile 
progress in the hope that eventually the lives of all men may be 
truly happy, fruitful, prosperous and peaceful. 

MARK B. LEEDS 
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Send us a small sample, at least one 
foot, of the coaxial cable you’re using 
and tell us what you’re using it for. Then we'll 
install the Burndy crimp removable coax contact 
that’ll do the job best. Guaranteed. 

A tough job? Not really. 

Remember, crimp removable contacts began 
at Burndy. As a result Burndy offers the most 
complete line of coaxial connectors for standard, 
miniature and sub-miniature coaxial cables. And 


INTERNATIONAL SALES HEADQUARTERS AND MANUFACTURING FACILITIES: 


CANADA: Scarboro, Ontario / ENGLAND: St. Helens, Lancs. / BELGIUM: Mechelen / Mexico: Naucalpan de Juarez / BRAZIL: Sao Paulo / JAPAN: Tokyo / Sales Offices in Other Major Cities u2 
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they're available for all rectangular, 
rack and panel and terminal block 
configurations. 

Send your sample along to Mr. M. Elkind, Prod- 
uct Manager, Burndy, Norwalk, Conn. He’ll see 
that the job is done and returned quickly. You'll 
receive our latest coax connector catalog, too. 


ee 


NORWALK, CONNECTICUT 
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for critical applications 


Yes—Allen-Bradley hot molded 
potentiometers cost more, but— 


they prove themselves far superior—and well worth the price 


When a potentiometer in your equipment does not 
provide the kind of service expected of it—or fails com- 
pletely—it is only natural for the user to blame you, the 
manufacturer of the respective instrument. After all, you 
selected the lower cost component, and your engineer 
or your purchasing agent decided that “it was good 
enough.” Correcting the mistake usually runs into real 
money—it does not necessarily eliminate your customer’s 
dissatisfaction. However, you can protect yourself and 
your customers against such potentiometer failures by 
joining the ever growing list of the nationally recognized 
equipment manufacturers who are standardizing on 
Allen-Bradley potentiometers. 


The resistance track of all Allen-Bradley potentiometers 
is hot molded—a process developed and used only by 
Allen-Bradley. Resistance adjustment is always smooth— 
never an abrupt change. Though the initial noise level is 
very low, it is still further improved with use. The long 
life of all A-B potentiometers is a fact, established by 
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performance during the many years that these controls 
have been on the market. For instance, on “speeded up” 
tests this “‘life’? will exceed 100,000 complete operations, 
with less than 10% resistance change. And during the 
30-year history of this control there has never been 
recorded a single catastrophic failure. 


Protect your reputation as a quality equipment manu- 
facturer by having your purchasing specification call for 
Allen-Bradley hot molded potentiometers. They are avail- 
able in single; dual, and triple units. Can be equipped 
with a 2 ampere 125 volt line switch. Dual units can be 
supplied with vernier control that provides 20 times finer 
setability than obtainable with a single control. Units for 
T, L, and Bridged T and H attenuators are also available. 
Yes—Allen-Bradley controls cost slightly more, but they 
are worth much more. For more details please write: 
Allen-Bradley Co., 222 W. Greenfield Ave., Milwaukee, 
Wisconsin 53204. In Canada: Allen-Bradley Canada Ltd. 
Export Office: 630 Third Ave., N.Y., N.Y., U.S.A. 10017. 


QUALITY ELECTRONIC COMPONENTS 


ALLEN-BRADLEY 7ype J 

Hot Molded Variable Resistor 
rated 2.25 watts @ 70°C 
shown 2 times 
actual size. 


@ Krohn-Hite engineers have found that only Allen-Bradley 
Type J potentiometers provide the smooth control, low noise, long 
term stability, and low temperature coefficient they require for 
their precision instruments such as the variable electronic filter. 


The Type J control has the resistor, terminals, faceplate 
mounting bushing, and insulating material hot molded into a 
solid integral unit. The solid resistance track assures smooth, 
quiet control that is free from the undesirable discrete steps of 
wire-wound units. On accelerated tests, Type J exceeds 100,000 
complete operations with less than 10% resistance change. 

Insure the performance of your equipment by insisting on 
Allen-Bradley Type J hot molded potentiometers. Besides, when 
you use Allen-Bradley fixed and variable hot molded composi- 
tion resistors you provide your apparatus with the label of 
“quality.” For more complete specifications, please write for 
Publication 6024: Allen-Bradley Co., 222 West Greenfield Ave., 
Milwaukee, Wis. 53204. In Canada: Allen-Bradley Canada Ltd. 
Export Office: 630 Third Ave., New York, N.Y., U.S.A. 10017. 
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“Only Allen-Bradley Type J pots 
give us the smooth control 


to maintain the high calibration 
accuracy of our instruments” 


Krohn-Hite Corporation 


This quickly locates the positions of the Type J 
potentiometers in the illustration below. 


THIS KROHN-HITE VARIABLE FILTER pro- 
vides low-pass, high-pass, band-pass, and 
band-reject operation with high and low 
cutoff frequencies independently adjust- 
able from 0.02 cps to 20 kc. 


IN THE MODEL 335, continuous tuning of the 
high and low cutoff frequencies is accom- 
plished by simultaneously varying four po- 
tentiometers with a single knob. Only A-B 
Type J controls have been found to provide 
the smooth control and precise tracking 
without discontinuities to achieve the re- 
quired calibration accuracy. 


ADDITIONAL ALLEN-BRADLEY HOT MOLDED 
VARIABLE RESISTORS 


TYPE G CONTROLS are only 44" in 
diameter. Quiet, stepless opera- 
tion. Rated 2 watt at 70°C. Values 
to 5 megohms. Type L are similar 
in construction but rated 4 watt 
at 100°C. 


TYPE F CONTROLS are for mount- 
ing directly on printed wiring 


boards by means of their termi-_— : oe 

nals. Rated 4 watt at 70°C. Values /@® ~* 
to 5 megohms. Type O are similar : Koy or) 
but rated 0.4 watt at 70°C. an Ty 


TYPE R ADJUSTABLE FIXED RE- 
SISTORS are built to withstand en- 
vironmental extremes. Only 114" 
in length. Have stepless adjust- 
ment. Watertight and can be en- 
capsulated. Rated 4 watt at 70°C. 
Values to 2.5 megohms. Type N 
for less severe environments are 
rated 4 watt at 50°C. 


(§) ALLEN- BRADLEY 


YW QUALITY ELECTRONIC COMPONENTS 
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SUS and SBS devices are sure-fire triggers for The computer may become the engineer’s 
all your Triac and SCR circuits. Page 38 best friend once he starts using it. Page 34 


Equipment that measures y-parameters of frequency design includes the WK601 loader. 
transistors and can help to improve high- Five basic units are compared. Page 54 


Also in this section: 


Avoid unstable audio amplifier performance by predicting thermal behavior. Page 46 
A graphical approach helps the design of spliced transmission lines. Page 62 


Ideas for Design. Pages 65 to 68. 
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The light pen facilitates computer use. 


Computer-aided design: 
promise and problems 


Joseph J. Casazza 
Technical Editor 


Probably no single technological development 
since the transistor will have as universal an 
effect on the efforts of the design engineer as 
computer-aided circuit design. 


Although the digital computer has been in wide 
use for well over a decade, the engineer has in 
fact been among the last to make real use of the 
tool he has created. Banks, insurance 
companies, and other nontechnical groups have 
integrated the digital computer into their day- 
to-day operations. But until now, engineering 
applications of digital computers have been 
limited pretty much to the solution of black-box 
interconnection problems, circuit analysis that 
would have been onerous by manual methods, 
and other essentially straightforward but time- 
consuming operations that are hardly conducive 
to maintaining engineering creativity at its 
peak. 


Times have changed. Digital computers are 
being used to design as well as analyze 
electronic circuits. Such use is not yet 
widespread and for several very good reasons: 

= Computers and computer time are expensive. 
= Engineer-computer dialogue has not 
reached the “conversational” level. 

= There are a number of design jobs that 
computers as yet are simply not capable of 
doing. 


Each of these stumbling blocks is important 
enough to be looked at in detail. Such a look 
should also provide some insight into what we 
may expect to see in the future. 


Time sharing may lower cost 


Access to the computer is naturally limited 
because of the demands on its time made by 
other departments, and the engineer is often at 
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the bottom of the priority list. While a growing 
number of organizations now make computer 
services available to their engineers, in most 
cases the engineer is restricted to analysis-type 
information on a batch-processing basis (i.e., 
plug the information into the machine and wait 
hours for the data to be processed and printed 
out). Even after his problem has been run, the 
engineer is usually faced with a mountain of 
print-out to comb through. 


There are, of course, the various ‘‘desk-top”’ 
computers that are available to engineers. 
While these machines fill a definite need, they 
are not intended to be substitutes for the more 
versatile, full-scale machines. 


These obstacles to wider use of digital 
computers for design purposes should be 
surmounted with the advent of relatively low- 
cost, random-access, time-shared systems. With 
these new systems the problem of computer- 
access time will be all but eliminated since 
decisions on machine-time priorities will be 
made by the machine itself. 


Furthermore, when “information utilities” 
become a reality (where a company will provide 
computing services from a centralized 
computer much as telephone companies now 
provide telephone service), smaller firms which 
could not economically justify purchase or 
rental of their own machine will be in a position 
to participate in a time-shared arrangement. 
Desk-top data sets will make large-scale- 
computer time a few button-pushes away. 


From a cost standpoint, we must consider how 
computer-aided design will affect a company’s 
profits. In the highly competitive electronics 
industry, managers can be expected to take a 
long, hard look at the dollar benefits that might 
accrue from the use of computer-aided design. 
Right now, design engineers are saving 
engineering man-hours by relegating many 
routine calculations to computers. This 
considerable saving in expensive engineering 
time is bound to be reflected favorably in a 
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company’s profit and loss statement. 


Also, design by computer curtails, and 
sometimes eliminates, the need for breadboard 
construction and testing. This, too, can provide 
significant savings. 

Finally, consider the fact that by using 
computers, design engineers can subject 
circuits and systems to exhaustive analyses that 
simply were not possible by manual methods. 
The resulting improvements in the final design 
are a real asset to a company’s position in the 
market. 


Dialogue problems must be overcome 


Even though we may justify design-by- 
computer on a cost basis, there’s still the 
problem of inducing the designer to use the 
computer. In large measure, this problem is one 
of language. Engineers and computers don’t 
always understand each other. 


A large part of an engineer’s training and 
experience consists of expressing himself with 
symbols, be they schematics, equations or 
graphs. Such symbolic communication makes 
for faster, more efficient dialogue between 
engineers and also enables the creative designer 
to express his ideas concisely with a minimum 
of lost “‘mental motion.” Put the engineer face 
to face with a digital computer, however, and 
he must master a set of unfamiliar symbols for 
communication before the machine can be made 
to do his bidding. 


Many practicing designers have never received 
any training in the use and programing of 
digital computers. It is only very recently that 
engineering schools have instituted compulsory 
courses in computer programing and problem 
solving. 


There is a widespread feeling in the industry 
that until the creative design engineer can sit 
down and “converse” with computers in a 
language that is almost completely “plain 


The engineer may have designed the computer but he 
is among the last to exploit its usefulness in his own 
work. Even then he usually has to wait in line. 
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English” he just won’t use them. This is one 
area where the analog and analog/digital 
(hybrid) computers have an advantage over 
digital machines. 


Analog-based systems allow an engineer to 
express himself in terms that he has grown up 
with. They enable him to be his own programer. 
The programs he writes are in language that 
contains no stylized “‘words”’ to stumble over. 
Trouble-shooting an analog program is thus less 
of a problem because the engineer can think 
and reason in terms of amplifiers, connections, 
multipliers, ete. 


Analogs, furthermore, offer the designer a 
speed advantage. Change a circuit parameter, 
by simply twisting a pot, for instance, and out 
pops the new result, either in graphic or digital 
read-out form or both. This is a hard method to 
beat for many engineering problems. 


But the digital computer, too, has advantages. 
Some problems can’t be stated simply in the 
form of differential equations suitable for 
solution on an analog machine; for example, 
statistical analyses, logic design and wiring 
patterns. You can also “design in” the degree of 
accuracy that you desire from a digital 
solution; with an analog computer, you just 
have to accept whatever accuracy it offers. 


A few examples will illustrate what’s being 
done today with digital machines. At Bell 
Telephone Labs., Murray Hill, N. J., engineers 
can turn over a schematic diagram or sketch to 
nontechnical assistants who have the circuit 
analyzed by a computer. Norden Div., United 
Aircraft Co., Norwalk, Conn., is using digital 
computers to help determine the electrical 
variations resulting from changes in integrated 
circuit component layout. One British firm, 
Racal Research Ltd., Tewkesbury, England, 
gave a graphic demonstration of computer- 
aided design recently, according to “Electronics 
Weekly,” a British journal. A visitor to Racal 
was asked to specify characteristics of a three- 
stage video transistor amplifier. The 
specifications were fed into a computer and out 
came a list of component values and frequency 
response characteristics. Within two hours, the 
amplifier had been computer-designed, built and 
tested in the laboratory. 


At least three major computer manufactuers, 
(IBM, Honeywell, Scientific Data Systems) are 
using programs that will do the logic design of 

a digital computer. In these cases, the programs 
are reported to be able to transform the 
designer’s logic expressions into optimum 
hardware configurations. Programs of this type 
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may become generally available in the not too 
distant future. 


Computers can’t do all 


That “computers are really ‘stupid’ and can 
only do what they’re told to do,” has practically 
become a cliché. Self-evident though this fact 
may be, it is worth while to examine the 
limitations it imposes on the digital computer 
as an electronic design tool. 


First, the design engineer must know exactly 
what he’s trying to accomplish when setting up 
a problem for the computer. Procedures that 
were once intuitive, or circumvented by handy 
rules of thumb or short-cuts, must be spelled 
out in detail. Anyone familiar with solving 
simple equations using FORTRAN can 
understand the irksome detail that this can 
involve. 


The data that an engineer receives from a 
computer run will require him to know exactly 
what to look for in order to interpret numerical 
results intelligently. Solving equations is no 
hardship for a computer, but interpretation of 
the solution is still a challenge to the designer. 


What device model to use 


A major problem facing design engineers who, 
use computers is just how to describe a 
transistor to a computer. Development of the 
right transistor model is often hampered by 

a lack of manufacturer’s data. This is especially 
true in the case where a designer may want to 
try a transistor in an application other than 
that for which it was designed—a switching 
transistor as an amplifier, for example. In these 
cases, the characteristics specified for the 


Computers must be taught to converse with engineers 
in language that the engineer already knows and under- 
stands. Graphic input devices may help. 
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original application are often unsuitable for 
the new purpose. This leads to a time- 
consuming process of parameter measurement 
that is not a productive part of the design 
process. Device manufacturers ought to pick up 
a greater portion of this load by specifying a 
wider range of data for their products. 


Light pen may show the way 


It is reasonable to expect an increasing effort 
by computer manufacturers to develop and 
market programs that can do a wider variety of 
design jobs. Concurrently a large effort is likely 
to be aimed at making the programs themselves 
easier to use. 


Graphic input/output devices, such as the light 
pen and display tube, offer the most useful and 
direct means of putting circuit data into, and 
reading performance data out of, a computer. It 
is unlikely that these devices will be on every 
engineer’s desk in the near future, but they will 
get increasing use as their development 
progresses and their cost is reduced. This type 
of graphic input can eventually take the place 
of much breadboarding and offers great 
possibilities for nondestructive testing. 


Demand by design engineers for computer 
facilities is bound to increase as more and more 
engineering schools introduce the computer 
into their curricula. Computer-aided circuit 
design and analysis will be part of the graduate 
engineer’s repertoire and he will expect his 
employer to provide him with the same 
facilities that he had access to in the academy. 


Engineering societies will not be untouched by 
the swing to computer-aided design. Look for 
new specialist groups to form. Seeds for these 
have already been planted on both coasts. 


In the Boston area, design engineers led by 
William Happ of NASA’s Cambridge Research 
Center and Fred Decker of Honeywell’s EDP 
group at Waltham, Mass., have held several 
meetings to exchange ideas and explore the 
whole area of computer-aided design. 


On the West Coast, a group of designers, led 
by Clint Purdue of Sandia Corp. in 
Albuquerque, N. M., met during WESCON to 
explore the IEEER’s role in this rapidly 
expanding’ field. 


Also on the West Coast, the University of Santa 
Clara has scheduled a Computer-Aided Solid- 

State Design Institute, to be held on Sept. 15-16 
of this year. According to Richard C. Dorf, 

chairman of the school’s Electrical Engineering 
Dept., the Institute will provide an introduction 
to computer-aided solid-state circuit design. = = 
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Make sure Honey- 
well’s  revolution- 
ary new Auto- 
Torque mechanism 
is inside. It’s the 
first substantial 
improvement in 
meter technology 
in ages — a new kind of band-type 
meter — first to be machine manu- 
factured. Auto-Torque is more reliable 
(since there are 50% 

fewer parts, you can \ es an 
practically wave | ww 
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15 jewel meters). Auto-Torque 
Vy, is under the hood of the world’s 
“| smartest-looking meters. And there 
are plenty of styles to choose from. 
In fact, Auto-Torque meters come 
to you in the widest selection of 
band-type meters available today... 
Formore informationon Auto-Torque, 
write to Honeywell Precision Meter 
Division in Manchester, N. H. 03105. 


good-bye to service prob- | 
lems). Auto-Torque is | 
more durable (since the 
movingsystemissuspended , 
on metal bands under ten- 
sion, there’s no friction and 
wear). Auto-Torque is 
more accurate (since the mechanism is 
self-shielded, it can be mounted on any 
panel without special calibration — 
without worrying about “‘sticks’’, either). 

Auto-Torque is more economical 
(quantity-order prices for volume buy- 
ers are below comparable pivot and 


Honeywell 
Auto-Torque Meters 


Before you 


pick out a new meter, 


better look under the hood. 


Thyristor triggering is sure-fire with the 
SUS and SBS. These planar, pnpn integrated switches 
provide reliable, stable turn-on signals. 


Don’t settle on a conventional triggering device 
for your thyristor power switching or control 
system without a close look at the SUS and SBS. 
These recently introduced (Jan. ’66) four-layer 
silicon switches (U for unilateral and B for bilat- 
eral) require very little power and feature an 
extremely stable firing voltage characteristic. 

Unlike other semiconductor triggers, which 
rely on leakage current and equivalent transistor- 
betas to set the switching voltage, the SUS and 
SBS feature a less varying firing mechanism. It’s 
a zener diode, integrated as part of the SUS pellet, 
and its breakdown voltage establishes the switch- 
ing potential. 

The silicon bilateral switch (SBS) consists of 
two SUSs connected in a reverse-parallel configu- 
ration. It ‘provides a symmetrical, bidirectional 
triggering function. Both devices exhibit a near 
ideal V-I characteristic and should be considered 
as a new generation of the popular and useful dis- 
crete version of the four-layer diode. 

A look at the properties of these switches and 
some examples of their application will underline 
their advantages for the triggering of SCRs, 
Triacs and other thyristors. 


Construction: 4 layers and then some 


The SUS equivalent circuit (Fig. la) helps to 
explain the unique characteristics of the de- 
vice.! Those familiar with four-layer devices will 
recognize the basic pnpn structure of a pnp and 
an npn transistor connected in a positive-feedback 
configuration.2, Added to this structure are a 
resistor shunting the npn base-emitter junction 
and a zener diode connected from the base of the 
pnp transistor to the npn emitter terminal. 

As shown, the pnp emitter is the anode terminal 


W. R. Spofford, Semiconductor Applications Engineer, 
General Electric Co., Semiconductor Products Dept., Syra- 
cuse, N. Y. 
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and the npn emitter is the cathode terminal. The 
zener breakdown voltage is designed to be eight 
volts. The voltage from anode to cathode is raised 
toward a positive potential, and when it exceeds 
the zener breakdown level, the emitter-base junc- 
tion of the pnp becomes forward biased. At this 
point, collector current begins to flow in the pnp 
and produces a voltage drop across R, of 


sufficient magnitude to cause base current to flow 
in the npn. In turn, npn collector current flows 
and produces a further source of base drive for 
the pnp, thereby turning on the device. 

The gate lead can also be used to trigger the 
device into conduction for anode voltages lower 
than the zener breakdown potential. Note that 


Ps x 4 


No trace of hysteresis is shown by the CRO. Author 
Spofford makes waveform measurements on his SBS 
phase-control circuit. Gate lead on device permits opera- 
tion without snap-on effect associated with other semicon- 
ductor triggers. 
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1. Silicon unilateral switch (SUS) symbols (a) show 
optional gate lead for nonbreakdown triggering. Equiva- 
lent circuit contains a pnp-npn transistor pair arranged in 
a positive-feedback configuration and a zener diode. 
Potential of the diode determines switching action when 


this gate lead is connected to the npn transistor 
collector and is therefore useful as an output 
terminal in a number of circuit applications other 
than thyristor triggering. 

The V-I characteristics (Fig. 1b) reflect the 
SUS properties—they are similar to the four- 
layer diode characteristic curve. Typically, the 
reverse voltage is specified at 30 volts at a leakage 
current of 0.1 pA. 

The SBS (Fig. 2a) is easily recognized from its 
equivalent circuit (Fig. 2b) as two SUSs connect- 
ed in antiparallel with the gate leads in common. 
This accounts for the symmetrical, bilateral 
characteristics of the SBS. As with the SUS, the 
gate lead can be used to trigger the SBS in either 
polarity. It should be noted at this point that the 
gate lead of the SBS always is closest in potential 


Gem of a trigger—SUS pellet geometry is used to explain 
functioning facets. Small contact in center is anode p- 
region; substrate is n material. Peripheral pn diffusions 
form the npn base-emitter junction; contact is made to 
the n region to form the cathode (see Fig. 1). The small p- 
channel running along the outside with a heavy n- 
diffusion overlay form the buried resistor R,. 
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| V (VOLTS) 


Vs 


gate lead is not utilized. V-| characteristic (b) resembles 
that of the four-layer diode. Saturation resistance (slope 
of V-I curve in the ON portion) is very low and tempera- 
ture coefficient (flatness and stability of V; point) is less 
than 0.05% per degree C. 


to the most positive anode. In other words, if 
anode 7 is more positive than anode 2, then the 
gate lead is one pn junction away from anode /; if 
anode 2 is positive with respect to anode 1, then 
the gate lead is one pn junction away from anode 
2. Proper use of the gate lead is essential in the 
application of these trigger devices. 


Low r.a:, T. values key trigger use 


The saturation resistance (slope of the V-I 
characteristic in the ON state) is extremely low in 
the SUS and SBS. Typically, this resistance is 2.0 
ohms and the devices are specified in such a way 
that a unit with a saturation resistance as high as 
5.0 ohms would be unusual. Figure 3a shows a 
circuit used to plot the curve family of peak-pulse 
amplitude vs R,; and C shown in Fig. 3b. 


© 1 (mA) © 


V(VOLTS) 


© 


2. Silicon bilateral switch (SBS) is two SUSs connected 
in parallel opposition (a). Equivalent circuit (b) shows 
common gate lead. V-I characteristic (c) exhibits symme- 
try between forward and reverse directions. 
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OUTPUT 


3. Test circuit used to obtain performance characteristics 
of SUS (a) is extremely simple. Key design components 
are R, and C. Because of the device’s low saturation- 


BE SERIES -WOUND 
Al4p UNIVERSAL- MOTOR © 


4. Universal-motor-speed control circuit (a) using SUS to 
trigger SCR requires less power and less bulky compo- 
nents than older’ version (b). Note the difference in 


15V ac 


5. Full-wave phase control circuit uses SBS to trigger 
Triac (a). Operation here has a hysteresis-free option 
which depends on the potentiometer setting. Snap-on, a 


For a load resistor as low as 5 ohms, the pulse 
amplitude is nearly 4 volts and is fairly flat from a 
tenth of a microfarad all the way up to 5 micro- 
farads. For values of RP, equal to 20 ohms or high- 
er, the pulse amplitude exceeds 4 volts and is flat 
over the range of 0.01 to 5 »F. Excellent pulse 
amplitude hold-up of this nature is peculiar to the 
SUS and SBS devices,-and it is this property 
existing at such a low switching voltage that 
makes these semiconductors such excellent trig- 
gers for SCR and Triac circuits. The exceptional 
stability of Vs (see Fig. 1b) lends itself to very 
predictable device performance over wide varia- 
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resistance, the plot of peak output-pulse amplitude as a 
function of both the R;, and C values (b) is very broad and 
reasonably flat. 


INE VOLTAGE 


APACITOR, 
VOLTAGE 


RESIDUAL 


UNIVERSAL 
MOTOR 


© 


capacitor values. Key waveforms appear in (c). Observe 
stability of firing point as demonstrated by the smooth- 
ness of the waveshapes and their repetitiveness. 


LINE VOLTAGE 


CAPACITOR "SNAP-ON" 


VOLTAGE 


SBS FIRES 


© 


hysteresis effect, occurs when R,, value does not permit 
capacitor to be reset at the end of the positive half cycle 
(via the gate lead as shown in waveform diagram ‘b’). 


tions in temperature. Typically, the temperature 
coefficient, T., is less than 0.05% /°C. 

A good example of how these unique features 
are put to work appears in Fig. 4. This circuit was 
derived as a slight modification of the universal 
motor control circuit.*: + 


Lower power needs, small size accrue 


In the original circuits, the SUS and the 0.01-.F 
capacitor were not used and the Ai4 diode was 
connected directly between the potentiometer arm 
and the gate lead of the SCR. A comparison of 
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typical component values shows that the 100-kQ 
resistor in the modified circuit was a 3.3-kQ in the 
original, the 25-kQ potentiometer was a 1000-0, 
and the 2.0-.F capacitor was a 100-,F electrolytic. 
Hence, a fair amount of power was dissipated in 
the older speed control and relatively bulky com- 
ponents were necessary. 

The addition of an SUS in series with the diode 
and of a small 0.01-,F capacitor raised the circuit 
impedance values and stabilized the reference 
level. This modified circuit uses a cosine ramp and 
pedestal arrangement to control the average 
voltage applied to the universal motor. 

Circuit operation is as follows (see Fig. 4c): 
The residual magnetism left in the series field at 
the end of the cycle produces a back emf on the 
armature which is used as speed-feedback infor- 
mation. With the motor at standstill, there is no 
back emf. As the 25-kO potentiometer setting is 
increased, the pedestal height increases and the 
voltage appearing at the top of the capacitor 
eventually rises above the switching point of the 
SUS. When this occurs, the SUS is turned on and 
discharges the 0.01-,F capacitor into the gate of 
the SCR. The SCR fires and supplies starting 
torque to the motor. As the motor speed increases, 
the trigger angle retards, and the average voltage 
applied to the motor decreases because of the 
increasing back emf and ultimately arrives at a 
stable point. Motor speed is increased by rotating 
the 25-kQ potentiometer further towards the 100- 
ko resistor. As the motor shaft is loaded down, 
the back emf across the motor decreases, reducing 
the total triggering point and causing the ramp 
and pedestal circuit to fire the SCR earlier in the 
half cycle. This action applies a larger average 
voltage to the motor to compensate for the effects 
of shaft loading. 


Hysteresis-free operation with SBS 


Because of its symmetrical firing characteristic 
and its ability to be triggered on at the gate lead, 
the SBS lends itself to use in a very simple, hys- 
teresis-free, full-wave phase-control circuit (Fig. 
5a). Hysteresis, or ‘snap-on effect,” usually 
ensues when the potentiometer is decreased from 
its maximum value and the capacitor voltage, 
which is 90 degrees out of phase with the applied 
voltage, decreases in phase and increases in ampli- 
tude to a point where it fires the SBS and thereby 
triggers the Triac (Fig. 5b). 

The SBS will then fire much sooner in the next 
half cycle, because the capacitor now starts its 
charging from zero volts instead of some finite 
value as it goes into the opposite half-cycle. There- 
fore, the Triac state changes from no-triggering 
to triggering for a substantial portion of the cycle. 

This effect can be eliminated by simply dis- 
charging the capacitor at the end of each cycle to 
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Back-to-back SUS (reverse-parallel connection) devices 
comprise the SBS (silicon bilateral switch). Anode con- 
tacts of each SUS make contact with cathode n-regions of 
neighbor device via the aluminum overlays. The p-channel 
extending out from each npn base region provides the 
buried resistors (see Fig. 2). 


zero volts for those values of resistance for which 
Triac triggering is not to take place. Figure 6 
depicts the waveforms seen across the capacitor 
during different stages of turn-on. Curve ‘a’ is 
simply the applied voltage; curve ‘b’ is the voltage 
seen across the capacitor for values of R such that 
the capacitor voltage never reaches the switching 
voltage of the SBS. 

At the end of each positive half cycle the capaci- 
tor is discharged back to zero volts; from there it 
begins to charge into its negative half cycle. This 
reset action is accomplished by use of diodes D1 
and D2 and the 47-k© resistor. As the applied 
voltage drops below the capacitor voltage, gate 
current is drawn out of the gate through the 47- 
koa. When this gate current reaches a sufficient 
value to trigger the SBS, the capacitor discharges 
to ground. 

The gate current required to trigger the SBS is 
of the same order of magnitude as the original 
switching current of the device and is a function 
of this current and the pnp transistor’s beta. The 
pnp betas for these devices (refer to Fig. la) are 
of the order of two at the switching current, so it 
is safe to assume a minimum beta of unity. If it is 
taken for granted that the maximum switching 
current for the SBS in this application is 250 »A 
and that a beta of 1 exists, then the gate current 
required to trigger on the SBS _ will be 
250/(1+8)=125 »A. Thus, half of the supply 
current flows into the gate and the other half (125 
uA) becomes the collector current of the pnp stage. 
Note that no current is drawn by the npn stage or 
the zener diode. 

It is desirable to reset the capacitor prior to the 
applied line voltage going below ground, since 
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6. Phase control waveforms for hysteresis-free operation 
of the circuit of Fig. 5a are shown. Exhibited are line 
voltage (a), capacitor voltage with SBS on the verge of 
firing (b), capacitor voltage with SBS firing Triac in 


115 Vac 


7. Half-wave control circuit uses SBS for hysteresis-free 
operation. SCR gate protection against reverse biasing is 
afforded by diode. 


Triac triggering is possible in all four quadrants 
of anode voltage vs gate current. With the above 
assumptions and the use of a 47-k© gate-triggering 
resistor, it is assured that the SBS will always fire 
prior to the line voltage going negative. 


Half- and full-wave phase control possible 


Diode D2 clamps the 47-k© resistor to ground 
in the negative half cycle so that, in conjunction 
with the diode drop across D1, no gate current can 
be drawn out of the SBS gate during this half 
cycle. The SBS is triggered before V. reaches the 
switching voltage Vs. Curve ‘c’ of Fig. 6 depicts 
the capacitor voltage for a slight decrease in 
potentiometer resistance from curve ‘b’. The 
amplitude of the cosine wave in the negative half 
cycle is now sufficient to trigger the SBS and 
Triac combination just prior to the end of the 
negative half cycle. In the next positive-going half 
cycle the capacitor starts out from approximately 
zero volts and charges towards the switching 
voltage of the SBS. 

However, for the first few degrees of triggering 
in the negative half cycle the voltage across the 
capacitor is not sufficient in the positive half cycle 
to trigger the SBS (which is still resetting at the 
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Vc 
BOTH SIDES TRIGGERING 


negative half cycle (c), and capacitor voltage with firing of 
Triac in both half cycles (d). Note that, as R,, is lowered, 
capacitor reaches SBS firing point sooner, because the 
phase angle is decreased. 


end of the positive half cycle). This is because in 
the negative half cycle the capacitor begins charg- 
ing from zero volts, whereas in the positive half 
cycle the capacitor begins charging from a small 
negative offset voltage. Hence, for the first 10 or 
15 degrees of firing, the Triac anode voltage is 
somewhat asymmetrical because the Triac is being 
fired only in the negative half cycle. As the phase 
angle is decreased further, the SBS begins firing 
in the positive half cycle as depicted in curve ‘d’. 
Hereafter the symmetry improves as the phase 
angle is decreased through the full range. 

If desired, this slight asymmetry for initial 
firing values can be symmetrized by the addition 
of a resistor (on the order of 47 k®) across diode 
D1. This tends to discharge the 0.1-uF capacitor 
back to ground at the beginning of the positive 
half cycle. 

Figure 7 shows the same sort of circuit for a 
half-wave phase-control application. This, too, is a 
hysteresis-free phase-control system. Note that no 
diodes are needed to clamp the 47-k© gate resistor 
to ground during the negative half cycle. Why? 
Because the SCRs do not conduct with an applied 
negative potential. The SBS is in conduction for 
the full negative half cycle and therefore the small 
diode connected from the cathode to the gate of 
the SCR is required to protect its gate junction 
from being reverse-biased. The SUS could have 
been used in this circuit with a diode in series with 
the SUS instead of in its present locaton. This di- 
ode would, however, require a higher reverse volt- 
age rating than the diode used with the SBS 
device. = = 
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; LOOK TO THE LEADER 
IN INTEGRATED CIRCUITS 


200-series DTL 


Optional Collector 
Resistor 


INPUTS 


EXPANDER 
NODE O 


Propagation delay — 

Power dissipation — 

Fan-out — 

D-c noise margin — 

Supply voltage — 

Temperature range 
Series 14200 
Series 14300 


25 nsec 
7.5 mW/gate 
11 
1V 

6V 


—55° to +125°C 
0° to 75°C 


Device Number 


$N14224/SN14324 
$N14231/SN14331 
$N14261/SN14361 


$N14206/SN14306 
$N14226/SN14326 


$N14216/SN14316 
$N14236/SN14336 
5N14246/SN14346 
SN14266/SN14366 
SN14286/SN14386 
SN14296/SN14396 
$N14227/SN14327 
$N14213/SN14313 
SN14215/SN14315 
$N14210/SN14310 


Circuit function 


Expandable 8-input NAND/NOR Gate 
Dual Expandable 4-input NAND/NOR Gate 


Dual Expandable 4-input NAND/NOR Gate, 
with Rc 


Triple NAND/NOR Gate, inputs 3/3/2+ 
expander 


Triple NAND/NOR Gate, inputs 3/3/2+ 
expander, with Ro 


Triple 3-input NAND/NOR Gate 

Triple 3-input NAND/NOR Gate, with R. 
Quadruple 2-input NAND/NOR Gate 
Quadruple 2-input NAND/NOR Gate with R. 
Hex Inverter 

Hex Inverter, with Rc 

Triple Diode Expander, inputs 4/3/3 

Pulse Binary Counter 

J-K Flip-flop 

Dual 3-input Driver 


Immediately available from Texas Instruments... 


200-series DIL integrated circuits 


If your system is designed around 200-series 
integrated circuits you can save money and 
trouble by switching to TI for your production 
requirements. TI’s unmatched production facil- 
ities assure top reliability, uniform high quality, 
minimum device cost, and delivery to meet 
your most critical production schedules. 

TI uniformity and reliability are now avail- 
able for your immediate 200-series integrated 
circuit requirements. The new family, desig- 
nated Series 14200/14300, includes 15 equiv- 
alents of competitive types. Since the TI cir- 
cuits are electrically and mechanically inter- 
changeable with competitive DTL devices you 
can utilize them in many digital systems pres- 
ently in production, including computers, con- 
trols and instrumentation. 

The new DTL circuits are available in two 


temperature ranges. Series 14200, with an oper- 
ating range of —S5° to +125°C, is suited for 
military and aerospace applications. Series 
14300, with an operating range of 0° to 75°C, is 
recommended for industrial and commercial 
environments. 

Another advantage of importance to many 
users is that gates and inverters are available 
with or without collector resistors. (See circuit 
schematic). This gives the system designer an 
option to trade power consumption for capaci- 
tive drive capability. 

Standard package for Series 14200 and 14300 
is TI’s 14-lead welded and hermetically sealed 
TO-84 flat pack. 

Circle 90 on Service Reader card for com- 
plete data sheet specifications on all Series 
14200/14300 circuits. 


TEXAS INSTRUMENTS 


INCORPORATED 
13500 N. CENTRAL EXPRESSWAY 
P. O. BOX 5012 + 


DALLAS 22. TEXAS 


SEMICONDUCTOR PLANTS IN BEDFORD, ENGLAND « NICE, FRANCE * FREISING, GERMANY » DALLAS, TEXAS 
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LOOK TO THE LEADER 
IN INTEGRATED CIRCUITS 


New TTL complex - function 


for lower - cost, 


4 CONTROL 


Figure 2. Shift frequency of 8-bit shift register Figure 3. Gated Full Adder eliminates need for 
is 15MHz, an order of magnitude faster than extensive “look-ahead” and ‘‘carry-cascading” 
comparable MOS circuits. circuitry, greatly improving performance. 
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Your equipment designs can now take ad- 
vantage of the latest integrated-circuit tech- 
nology with TI’s new TTL complex functions. 
These units include more than ten circuit 
functions interconnected on a single silicon bar. 

These new complex circuits make possible re- 
ductions of 50 percent or more in parts alone, 
with one package now doing jobs formerly 
requiring five to nine standard TTL integrated- 
circuit packages. Additional savings are realized 
through simplified board layout and reduced 
handling and assembly. 

The new complex functions are the initial 
units of a family now being designed which com- 
plements and expands TI's standard Series 54 
TTL logic line. The full benefits of Series 54 
performance are retained, along with improve- 
ments in speed and power drain. Most of the new 
complex functions are available both in military 
(Series 54) and industrial (Series 74) versions. 


SN5491/SN7491 
8-bit Shift Register 


This high-speed 8-bit serial shift register 
replaces nine standard TTL units. Power dis- 
sipation at 190 mW is one-third that of the 
equivalent nine packages. Shift frequency is 
15 MHz, two orders of magnitude faster than 
comparable MOS circuits. The 60 by 130-mil 
silicon bar uses 144 component elements to 
perform 11 circuit functions, including eight 
flip-flops, input gating, and a clock buffer. 

The serial-in/serial-out shift register requires 
only one signal input, since an inverter is 
included internally. The SN5491 can also be 
used for delay-line applications. 


SN5480/SN7480 
Gated Full Adder 


The SN5480 is a single-bit, high-speed, binary 
full adder with gated complementary inputs, 
complementary sum outputs, and inverted carry 
output. The adder is designed for medium-to- 
high-speed, multiple-bit, parallel-add/serial-carry 
applications, and is compatible with both TTL 
and DTL circuits. The need for extensive “look- 
ahead” and “carry-cascading” circuitry has been 
eliminated. Performance is substantially better 
than can be attained with five standard TTL inte- 
grated circuits connected to perform comparable 
full-adder functions. Speed (70-nsec add time, 
8-nsec carry time) is about 35 percent faster, 
and power dissipation (105 mW) is 20 percent 
lower. Price of the SN5480 is less than half 
that of the equivalent five multi-function pack- 
ages, with additional savings in circuit boards, 
assembly, and inventory. 


SN7490 
BCD Decade Counter 


The SN7490 is a decade counter with binary- 
coded decimal output. It can be used as a divide- 
by-five circuit, a divide-by-two circuit, or a 
divide-by-ten circuit with symmetrical square- 
wave output. This flexibility is achieved by ex- 
ternal connection of the leads. The counter 
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integrated circuits from il 
hetter-performing systems 


can be reset to zero or a BCD count of nine. 
Count frequency is 12 MHz, and power dissi- 
pation is 150 mW. In addition to counters, 
applications include frequency synthesizers and 
digital test and readout equipment. Versions of 
this unit which will divide by 12 and 16 will be 
available soon. 


New Multi-function Circuits 
Also Available 


Noe A OUTPUT BD INPUT 8B OUTPUT C OUTPUT D OUTPUT 


In addition to the new circuits with “third 


generation” complexity, TI also has expanded reel 
the family of standard Series 54 TTL multi- 


units incorporate up to four circuit functions, Pie i 


ings jes 
st BOE 
: J | 


cul a (I 
with all inputs and outputs brought outside the al 
package. Z : el | pail Ted 
SN5453 - Quadruple 2-input AND/OR/IN- , ai Bella a: 
VERT Gate. This unit performs the OR function Ne ¢ A 
internally. It is expandable to 24 inputs using 

ee 


the SN5460 expander. Propagation delay is 
30 nsec, power dissipation is 40 mW, and fan- 
out is 10. 

SN5472 Master/Slave Flip-flop. This circuit 
features two 3-input AND gates at the J and K 
inputs. It has reset capability independent of Figure 4. BCD decade counter can also be applied as divide-by-five, -two or -ten circuit. 
the clock state. Propagation delay is 30 nsec, 
power dissipation is 40 mW, and fan-out is 10. 

SN5473 Dual Master/Slave Flip-flop. This is 
a dual version of the SN5472. When supplied in 
the 16-pin plug-in package, separate inputs are 
provided for preset, clear, and clock lines for 
each flip-flop. Power dissipation is 40 mW per 
flip-flop. 

SN5474 Dual Latch. The unit consists of 
two single-input master/slave flip-flops with set 
and reset. The gated latches are clock-controlled. 
Propagation delay is 30 nsec, power dissipation 
is 40 mW per latch, and fan-out is 10. 


function circuits to 13. These multi-function 


New Molded Package 
Gives You Broad Selection 


Most of the 130 standard TI integrated cir- 
cuit types are now available in a variety of 
packages. The newest addition is a molded 
package with 14 plug-in pins on 100-mil centers, 
with the rows spaced 300 mils apart. The zi re <P iT “iE ; 
new package is designed for economical high- Figure 5. New package with solid molded construction is TI's newest addition to a full line of 
speed assembly and testing, with an index packages for every integrated-circuit application. 

notch for automatic insertion. The solid, molded 
construction provides maximum protection 
against shock and vibration. Reliability of the 
transfer-molding technique and the encapsula- 
ting material has been proved by TI’s pro- 
duction of millions of SILECT™ transistors 
over the past two years. 


TEXAS INSTRUMENTS 


INCORPORATED 
13500 N. CENTRAL EXPRESSWAY 
P.O. BOX 5012 * DALLAS 22, TEXAS 


Design Trends Toward TTL 


TI’s new complex-function and multi-function 
units emphasize the current design trend toward 
TTL for high-speed saturated logic. For an 
optimum combination of high performance and 
low cost, specify TI Series 54 TTL integrated 
circuits. SEMICONDUCTOR PLANTS IN BEDFORD, ENGLAND ® NICE, FRANCE * DALLAS, TEXAS 21802 
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Want stable audio amplifiers? Use 
this guide to predict the circuit’s thermal behavior. It 
shows how to bias audio power stages properly. 


A key factor that*establishes the reliability of 
any transistor audio amplifier is thermal stability 
—particularly in the de bias current parameter. 
The following construction method provides the 
needed stability and also ensures that thermal 
runaway will not occur. 

Basically a graphical technique incorporating 
rules of thumb, this predictive approach takes into 
consideration all the factors that influence the 
circuit’s temperature behavior. The most impor- 
tant of these are Jezo, gain, Vez, thermal resist- 
ance and voltage-supply variations. 

The method is applicable to Class A and Class B 
audio amplifier stages; the analysis involved 
embraces both silicon and germanium devices. Its 
forte is that it ties together all the information 
needed to secure safe thermal design over the tem- 
perature ranges encountered in most amplifiers. 


leno a biasing circuit determinant 


The change of the collector-to-base leakage 
current, J¢z0, with temperature variation is the 
most important design consideration in the bias- 
ing circuit. Figure 1 shows the typical change of 
Iczo With temperature for a number of different 
power transistors. The measurements were made 
at one-half-rated BVczo to show the effects of 
surface conditions that would be present in a 
practical application. Curves 1 and 2 refer to the 
same type of germanium power transistor with 
approximately the same 2-volt (Vez = 2 V) Icno. 
However, this transistor, as shown by Curve 2, 
has a high surface-leakage component, and that 
causes the difference in J¢z9 variations. Curve 3 
refers to a larger-junction germanium transistor 
with a higher initial Ic¢z0. The dotted line indi- 
cates the increase in IJ¢zo due to the rule-of- 
thumb doubling of I¢zo for every 10°C increase. 

Curve 4 shows the typical increase in I¢zo for 
a 7.5 ampere-rated diffused silicon power transis- 
tor. It is apparent from the shape of this curve 
that most of the J-z, measured at room tempera- 
ture is derived from surface effects. It is also 
apparent that the small change in I[¢,0 for sili- 
con would not be an important consideration 
unless a very high source impedance is used in the 
biasing network. 

When the 2-volt I¢so for a germanium transis- 


Howard F. Weber, Applications Engineer, Motorola Semi- 
conductor Products, Inc., Phoenix, Ariz. 
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tor is doubled for every 10°C rise in temperature, 
and the surface component caused by operating at 
higher voltage is added to it, the value obtained is 
not far from the actual measured value. 

A much closer prediction of the change of Iczo 
with temperature in germanium transistors, 
however, can be made by using a normalized [oxo 
curve. (Fig. 1b). This plot is based upon the 
similarity of the slopes of the Jezo curves for 
most germanium transistors as indicated by the 
low-surface-leakage devices in Fig. la. The 2-volt 
Teno at room temperature is multiplied by the 
values shown on the vertical scale to obtain the 2- 
volt Iczo at other temperature levels. Surface 
components must be added as a constant at every 
temperature level to obtain accuracy at higher 
voltages. This method is satisfactory although it 
ignores the small positive temperature coefficient 
which is apparent in the surface component. 


Current gain follows temperature rises 


Because the change of gain with temperature is 
a characteristic that influences the change of bias 
for the transistor, these current changes with 
temperature should be the second consideration in 
the initial design, especially when high source 
impedances are used in the biasing network. 
Figure 2a shows the variation of J, vs I; for a 
germanium power transistor over a temperature 
range of —40 to +100°C. The dotted line indi- 
cates the actual base-current readings obtained at 
100°C. However, because Jeno is flowing through 
the base in the opposite direction, we must add the 
Iczo current to the meter reading in order to 
obtain the actual gain component of base current, 
shown by the solid line. This solid-line curve is 
more useful in determining the increase in tran- 
sistor-gain characteristics with temperature 
because it does not contain the highly variable 
Tczo component. The graph shows that transistor 
gain increases approximately 50 per cent in the 
Class-B biasing-current range when the tempera- 
ture is raised from 25 to 100°C. 

Moreover, the gain of the transistor increases 
as the voltage across it is increased, and is directly 
related to the output impedance of the device. 
Because output impedance will also change with 
temperature, this same germanium transistor will 
show an approximately 100-per-cent increase in 
gain at a voltage level equal to 1/2 BVoro over 
the same temperature increase (25 to 100°C). If 
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1. Changes in |,,. with junction temperature for a num- 
ber of different power transistors is evident (a). Ge here 
refers to germanium types; Si to silicon units. Measure- 
ments were made with a voltage of one-half the BVono 
rating and with V., = 2 volts. The dotted curve [logo (2) 
AT/10] refers to leakage doubling for every 10°C in- 
crease in temperature, and serves as a comparison stand- 
ard. The plot of normalized Ioyo vs junction temperature 
(b) may then be used to predict I¢go variation in ger- 
manium units. 


these data are not stated on the specification sheet 
for the device, the foregoing predictions can be 
used for most germanium power transistors at 
Class-B bias current levels. 

Figure 2b illustrates the J, vs I, data for a 
typical diffused silicon power transistor over the 
temperature span, —40 to +175°C. It shows that 
in the range of Class-B biasing currents there will 
be an approximate increase of 100 per cent in 
current gain when the temperature is raised from 
25°C to 175°C. At higher voltages this change will 
be somewhat greater. But the effect of output 
impedance variations will be less than with com- 
parable germanium devices. 


Van a key in biasing 


Turning to voltage, we note that the change of 
Vie with temperature is another major factor in 
determining bias design. Figure 8a shows the 
transconductance curve vs temperature for a 
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2. Collector current vs base current for a small-junction 
germanium unit is a function of temperature (a). The dot- 
ted line shows the |, values at 100°C with I... included. 
Solid lines refer to |, exclusively. With silicon power tran- 
sistors (b) the changes in current gain are greater, 
although a wider ambient range is tolerated. 


typical germanium power transistor at current 
levels within the range of Class-B biasing cur- 
rents. The solid-line curves indicate the change in 
Van (at Ver = 2 volts) from 25 to 100°C. In the 
range of 30-mA to 300-mA collector current, Vaz 
changes at the rate of approximately 2 mV/°C. 
Although the Vz, values are modified by 
increases in collector voltage, the slope of the Vir 
curve is generally not greatly affected at 25°C 
over the collector-current ranges that are impor- 
tant in Class-B biasing. However, if the slope of 
the Vz, curve is changed at higher temperatures 
because of a temperature effect on the output 
impedance at high voltage levels, this must be 
taken into account. The dotted lines in Fig. 3a 
show the change in Vz, with temperature for a 
high output-impedance germanium transistor 
when the device is operating at a collector voltage 
equal to half the BVorzo rating. They indicate 
that the rate of change for this transistor is in- 
creased to 2.2 mV/°C at higher voltage levels. If 
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these characteristics at higher voltage levels do 
not appear on the data sheet, the 2.2 mV/°C figure 
can be taken as a useful temperature coefficient 
for Vz, predictions in the biasing range. 

Figure 3b displays the effects of temperature on 
transconductance for a typical diffused silicon 
power transistor. This information shows that in 
the range of collector currents most important in 
biasing Class-B audio amplifiers, the Vz changes 
2.2 mV/°C (approximately) over a temperature 
span of 25 to 175°C. This change takes place at a 
collector voltage of 5 V. Because of the very high 
output impedance of silicon power transistors in 
the range of Class-B biasing-current levels, the 2.2 
mV/°C index should be valid everywhere but at 
very high voltage levels. At the higher current 
levels associated with Class-A biasing, this does 
not always hold true, and the characteristics of 
the transistor must be examined to determine the 
actual variation. 

The thermal resistance of junction-to-ambient 
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3. Transconductance vs temperature plot shows how V,,, 
changes in temperature affect biasing (a). Dotted lines 
refer to a Vo, value of 25 volts (transistor in OFF state) 
and solid lines are for Vo, = 2 volts (ON state). With a 
silicon power device (2N3447) operating at V., = 50V 
(b), the AVz, rate is 2.2 mV/°C between 25 and 175°C. 
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(6,,) plays an important role in thermal-stabili- 
ty design. For each incremental increase in power 
dissipation of the transistor there will be a re- 
sultant increase in the junction temperature. This 
in turn produces a change in the temperature- 
dependent characteristics of the transistor. When 
transistors are used with heat sinks, the long 
thermal time constant of most heat sinks will 
cause the characteristic changes to be very slow. 
The thermal resistance of the transistor and heat 
sink should therefore be known if thermal stabili- 
ty is to be properly evaluated. 


Developing a stability criterion 


When all the temperature-dependent factors are 
obtained, some simple mechanism is needed to 
combine them into a single predictor of thermal 
stability. The transconductance curve (Fig. 4) is 
proposed as the starting point. Because the data 
sheet values are usually obtained by pulsing, we 
must modify this transconductance plot by the 
effects of increasing junction temperature as dc 
collector current is increased. The power dissipat- 
ed at all collector-current levels will cause an 
increase in transistor junction temperature from 
the reference temperature, depending on the 
thermal resistance to the reference point. It, too, 
must be included. Thus, the Vz, curve is reduced 
at any particular collector-current level by: 


AVar = 0.0022 Ic Vor 0), (1) 


where 0.0022 in volts is the change in Vzz per °C 
change in temperature and is a rule of thumb; I; 
is the collector current; Ve, is the collector-to- 
emitter voltage; and 0, is either ©), or Oj¢ (the 
thermal resistance of junction-to-ambient or of 
junction-to-case, respectively depending on the 
reference point chosen). 

The curve in Fig. 4 shows de power dissipation 
modifying the Vz, curve based on two arbitrary 
thermal resistances, 1°C/W and 4°C/W. In addi- 
tion, the pulse Vz, curve is presented at 100°C by 
reducing Vg; at the rate of 2.2 mV/°C. These 
modified transconductance curves become the start- 
ing point for predicting the biasing-current levels 
at different operating temperatures. 

After the transconductance curve has been 
established, the next step is to construct the bias- 
ing load line (Fig. 5). With reference to the equiv- 
alent circuit, it can be seen that the base-to- 
ground voltage is: 

Vac — Var + Icro Rs — I, Rg. (2) 

The vertical scale of the transconductance curve 
shows that there is a direct linear relationship 
between collector current, base current and junc- 
tion temperature that is due to power dissipation 
and thermal resistance. 

The biasing load line will start at some voltage 
level on the horizontal scale at J; = 0, dependent 
on Vz and the initial value of I¢rzoRs when the 
emitter switch is open. When the emitter switch is 
closed, the Vz_ value will undergo a change 
determined by the base current and by the change 
of Ic¢zo as collector current increases the junc- 
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tion temperature. Thus, the bias load line is con- 
structed by inserting the values of I¢szo and I, 
for each temperature level into Eq. 2. The point at 
which this constructed bias load line intersects the 
constructed Vz curve will determine the collector 
current of the transistor. 

If there were neither a significant increase in 
Iceo nor a decrease in J, due to temperature, the 
bias load line would be a straight line for a linear- 
gain transistor. However, the change in Iczo due 
to each incremental increase in collector current 
will, in many cases, overcome the change in base 
current and give an increasing voltage character- 
istic for the biasing load line. 


How to determine thermal behavior 


To illustrate, the basic circuit and graph of Fig. 
6 are used to show the method for determining the 
thermal stability of a particular transistor operat- 
ing with a 2-volt collector supply and with a 
thermal resistance of 1°C/W. In this case, the 
change in Vgz per degree change in temperature 
was measured to be 2 mV/°C. The transistor had 
a de gain of 100 with a measured increase of 50 
per cent over the temperature range of 25 to 
LOO2C hat 2ave 

In most practical cases, emitter resistance is 
used in Class-B audio circuits to reduce the change 
in bias current with temperature. Thus, the trans- 
conductance curve in Fig. 6 includes the I; R, volt- 
age drop across a 0.5-0 resistor. 

Referring to the circuit (Fig. 6), we see that if 
the switch in the emitter is closed and R, is ad- 
justed to give a 50-mA collector current through 


0.1 02 03 04 
Vee (VOLTS) 
4. Transconductance may be used as a catch-all criterion 
for predicting thermal stability. It relates |, to Vay, and is 
the basis for constructing a biasing network that takes in 
the combined effects of Igpo, Io vS Ip, and thermal re- 
sistance. This is typically Class-C pulse operation at V., = 
25 volts. Curve A refers to Vz, at 25°C; Band C show the 
effects of V,,, modified by thermal resistances of 1°C/W 
and 4°C/W, respectively; curve D exhibits V,, at 100°C, 
where the 2.2 mV/°C reduction has been accounted for. 
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the transistor at 25°C, we will have base current 
flow through the equivalent bias-source resistance 
Rs (which is equivalent to R, and R, in parallel). If 
we open the switch in the emitter we will have an 
interruption of this base current and a resultant 
rise in voltage between the base point and ground, 
dependent on the bias-source resistance and the 
value of base current and J¢,o that were flowing. 

In this case the source impedance is 10 2 and 
the transistor has a de gain of 100 with a 0.5-mA 
base current flowing at the 50-mA point of inter- 
section with the 25°C transconductance curve. 
The bias-voltage (Vgc) change will be 5 mV, 
since the change in Igo is very small at these 
low temperatures. Constructing a bias load line 
from the 50-mA point with this voltage change 
has already been discussed. 

If the temperature of the transistor case is 
raised to 100°C, the change in Joo will be ap- 
proximately 3 mA. This is based upon an Ioz9 of 
22 »A at room temperature and the normalized 
curve of Fig. 1b. This J¢so current flowing 
through the biasing-source resistance will in- 
crease the bias voltage on the horizontal scale. 
When the switch is closed, a bias load line is con- 
structed to intersect the 100°C transconductance 
curve based upon the 100°C de current gain, the 
increase in I¢z0, and the bias-source resistance. 
The de gain at 100°C is 150—this means that 
there will be a 10-mV drop in Vz¢ for every 150- 
mA increase in collector current. Because there is 
a further increase in [ozo as collector current 
flows when the emitter switch is closed, the bias 
load line is constructed to intersect the 100°C 
transconductance curve based upon Vzq = Vaz 


Tg3,1c3 Ty3 
5 BIASING LOAD LINE 
& 
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Ww 
2 
q 
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1,70 


Vac 
5. Biasing load line is constructed by using the trans- 
conductance curve related to the equivalent circuit. It 
starts at |, = O and exhibits the effect of V;, = Vgn + 
lopoRs — IgRs as temperature is changed. 
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+ IcgoRs — IRs. The construction of this load 
line using the incremental change in I¢go and I, 
is shown by the load-line intersection of the 100°C 
transconductance curve. 


Rule of thumb aids prediction 


Actual measurements on the circuit showed that 
the biasing current changed from 50 mA at 25°C 
case temperature to 242 mA at 100°C case tem- 
perature. The graph predicted that this transistor 
would reach a final value of 237.5 mA, which is 
very close to the actual value. When the collector 
voltage is raised to 25 volts, the measured change 
was from 50 mA to a value of 290 mA. Using a 
2.2 mV/°C change in Vzgz and a 100-per-cent 
increase in gain over this temperature span, we 
can again predict the change very closely. The 
graph (Fig. 6) also shows the results of using the 
rule of doubling Ico for ever 10°C rise. 

It is obvious that with the low biasing-source 
resistance and the low Ico at high temperature 
for the device used, the change in Vz, was the 


major cause of collector-bias-current change. On. 


the other hand, higher leakage currents, higher 
bias-source resistance and higher thermal resist- 
ance will cause I¢so to be a major determinant 
for collector-bias-current changes. 

If the same transistor is used with a 3°C/W 
heat sink at 25 volts’ collector voltage, the device 
' will be very near thermal runaway at these tem- 
perature levels. The effects of a total thermal 
resistance of 4°C/W on thermal stability are 
shown in Fig. 7. The Vz, curve is constructed 
and modified by the 4°C/W change owing to a 
varying power dissipation as the collector cur- 
rent is increased. The biasing-current changes are 
graphically predicted by the same _ procedure 
outlined for Fig. 6, except we use 2.2 mV/°C anda 
100-per-cent gain increase. Because of the high 
0,4, the reference temperature is raised from 25°C 
to only 80°C. 

It can be seen that the slope of the intersecting 
high-temperature biasing-source load line is 


0350 
J Vee tlc Re 
oie FAT @ 100°c 


0.250 4 
BIAS @ 100°C VA Veet IcRe 
1! CASE /{ @ 25°C 
= 0.200 
= 
eat 
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6. Thermal stability is determined by this graph and basic 
circuit. Bias load lines which account for all variables are 
constructed for the temperature extremes. This is for a 
two-volt collector supply, a thermal resistance of 1°C/W 
and with Rg = R,R./(R, + R.). 
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greatly affected by the rapid rate of increase of 
Iczo for each incremental increase in collector 
current. Because there is a tendency to predict a 
slightly lower change in biasing collector currents 
at high collector voltages, we consider this case to 
be a border-line condition. This is because a very - 
small increase in temperature will make the load 
line miss intersecting the Vz, curve. It is also 
important to note that, because of the long ther- 
mal time constant of the heat sink, it again takes a 
considerable length of time before the collector 
biasing current will reach the final value. 

This technique for graphing the thermal stabili- 
ty of the biasing-current levels eliminates the need 
for determining the highly variable R,;, in the 
transistor. For germanium devices, this method 
requires that the circuit be designed for the lowest 
possible bias-source resistance. Then, the thermal 
stability using the highest gain, lowest input 
impedance and highest leakage transistor for the 
expected ambient-temperature change is graphed. 
Emitter resistance can be added to improve stabil- 
ity if improvement is needed. Clearly, a_bias- 
source impedance that changes with temperature 
can greatly increase the stability. With this meth- 
od of predicting biasing changes. with tempera- 
ture, the desired temperature coefficients can be 
easily determined. 


Power supply may be source of instability 


Up to this point, we have ignored the effects of 
power-supply variations on the bias-voltage levels. 
In the next example, this important effect will be 
shown for a silicon transistor. But it must be 
considered in all designs, including germanium. 

Because TIc¢zo changes with temperature for 
silicon units are generally low enough to be ig- 
nored, graphing the transistor stability is a some- 
what simpler procedure. The graph (Fig. 8) 
shows the de transconductance curves for mini- 
mum battery voltage at 30°C case and for maxi- 
mum battery voltage at 60°C. It is evident that a 


' 25 © biasing load line will not intersect the high- 


battery-voltage, high-temperature Vz, curve 
without even considering the effects of battery 
voltage level on bias-source voltage. If we increase 
the bias-source resistance to 250 Q, it can be seen 
that we intersect both Vs, curves, even when the 
bias-source voltage is increased in direct propor- 
tion to battery-voltage change. The slope of the 
biasing load line is based upon a gain of 100 at 
30°C case, and 125 at 60°C case, for this particu- 
lar device. At 100 mA with a 60°C case tempera- 
ture and a 30°C/W thermal resistance, the junc- 
tion temperature will be approximately 105°C. 
This particular Class-B amplifier was designed 
for two watts’ output. Biasing power dissipation 
will be the determining factor for heat-sink design 
whenever collector currents are over 50 mA. It is 
desirable either to add an emitter resistor or to 
increase the bias-source impedance for a lower 
collector-current change. When the transistor is 
driven from a higher source impedance, biasing- 
current levels for minimum crossover distortion 
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7. Use of heat sink may inadvertently result in thermal 
runaway! If a 3°C/W sink is used with the device of Fig. 
6, the biasing load line (#5) may miss the Vp, curve 
(#1) altogether. Note that curve #1 is for the dc Vp, at 
25°C and #2 is #1 modified by the |,R, drop. Curve #3 
is the bias load line at 25°C, #4 is the dc Vpy + IoRy 
at 80°C and #5 is the bias load line at 80°C. The bias 
load line’s slope is also influenced by logo. 


can be somewhat lower. 

Figure 8 indicates that silicon transistors can 
be made to have the best stability when biased 
with a high bias-source impedance. The highest 
value for this impedance is dependent upon when 
the I¢zo component begins to cause significant 
change in the input bias voltage. Some silicon 
transistors may have a high surface-leakage 
component that may be temperature dependent 
and must therefore be considered if accurate 
collector-current changes are to be predicted. 


Step-by-step prediction procedure 


Predicting the thermal stability of audio-am- 
plifier bias can be a snap if the temperature-de- 
pendent characteristics can be determined or 
closely predicted by the .simple rule-of-thumb 
procedures outlined. For a more detailed analysis, 
the method of graphing the biasing stability can 
be summarized as follows: 

=" Obtain the pulse transconductance curve (I, 
vs Vzz) for the transistor to be used from the 
data sheets. Modify the curve for the de power 
dissipation within the bias-collector-current range 
by reducing Vze in accordance with 0.0022 
Verl Os. If an emitter resistance is used, construct 
the final room-temperature transconductance curve 
by adding /,R, at all collector-current levels. 

= Determine collector-biasing level as estab- 
lished by either the Class-A power output or the 
elimination of crossover distortion in Class-B 
circuits. Determine the change in bias-source 
voltage with and without base current plus J¢zo. 
Construct the bias-source load line from this 
source-voltage change to intersect the bias-cur- 
rent point on the room-temperature transconduc- 
tance curve and the zero current point on the 
horizontal scale (use Vg = Ves + Icrolk’s — IpRs). 

= Determine the change in temperature to be 
encountered and construct a new transconduc- 
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8. With small-signal silicon gine: thermal stability 
predictions by the graphic method are simpler to make 
than with germanium units. The three non-linear curves 
here are the transconductance relationships. #1 is the 
dc Vz, for minimum battery voltage (12 V) at a 30°C 
case; #2 is the dc V,, for maximum battery voltage 
(14.5 V) at a 60°C case; #3 is #2 modified by the |, 
drop across the 109 resistor in the base-emitter circuit. 


tance curve at the higher temperature. This is 
accomplished by reducing Vz, by a constant 
equal to (Tyax — Tosec) X 0.0022. If there is a 
possible collector-voltage change, modify this 
curve for the ensuing highest power dissipation. 

= Determine the change in [oxo for the change 
in ambient or case temperature. Multiply this 
change by the bias-source impedance and add it to 
the open-circuit bias-source voltage (Vc) on the 
horizontal scale. If there is an increase in bias- 
source voltage due to power-supply variations, 
add this change to the open-circuit bias voltage 
too. If- there is a temperature coefficient in the 
bias-source impedance, subtract this from the 
open-circuit bias voltage that had been obtained 
up to this point. The change in I¢go can be ob- 
tained using the rule of thumb—doubling [cx 
for every 10°C rise in temperature or by use of a 
normalized Iczo curve (see Fig. 1b). 

= Construct a new bias-source load line, based 
upon the gain at high temperatures, the bias- 
source impedance and any additional change in 
Tczo due to power dissipation, at each incremental 
increase in collector current. 

= If the modified bias-source load line does not 
intersect the high-temperature transconductance 
curve or does intersect with a slope that is almost 
tangent to the curve, the thermal stability is 
considered inadequate at these temperature levels. 
If an insufficient degree of stability exists, either 
of three improvement measures may be taken. 
These are: a change in the biasing source imped- 
ance, the addition of series emitter resistors, or, 
the lowering of the thermal resistance. 

The accuracy of predicting thermal stability is 
dependent upon the precision and comprehensive- 
ness of the temperature-dependent characteristics 
of the transistor used. In most cases, it will be pre- 
dicted about 10 per cent low at high voltage levels. 
This is close enough for design purposes if worst- 
case design factors are used. = 8 


51 


¢2 350 Sanam 


Nedalieana UA HR Ca pag 


ELECTRONIC DESIGN, August 30, 1966 


The 766 HF simulates 
a dual-beam scope 
at a single-beam price. 


It's a 100 MHz scope 

with 100 mV/div sensitivity, 
(10 mV at 90 MHz) 

6 by 10cm scan, 

13 kV HV, 

and algebraic add. 

It operates in 

12 different modes 

on a single time base, 
without changing plug-ins. 
What more can you ask for? 


Our data sheet. 
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FAIRCHILD INSTRUMENTATION / A Division of Fairchild Camera and Instrument Corporation ® 475 Ellis Street, Mountain View, California, (415) 962-2011 # TWX: 910-379-6944 


Measure transistor y-parameters 
the right way and get improved hf designs. 
Five basic instruments are compared. 


Transistor two-port parameters provide the 
design engineer with one of the simplest methods 
for evaluating high-frequency transistor design. 

In particular, y-parameters, because they are 
measured under short-circuit conditions at both 
the input and output ports, lend themselves well 
to high-frequency (>250 kHz) characterization. 
However, though y-parameters sometimes are 
found on transistor specification sheets, it is more 
often the engineer’s job to measure and record 
them. This is not an easy task; the equipment 
used, the frequency of measurement and the 
parameters measured become very important in 
obtaining the most accurate readings. 

The discussion that follows concerns itself with 
five well-known pieces of equipment that can 
measure y-parameters at high frequencies. These 
are: 
= General Radio (Type 1607-A) transfer-func- 
tion and immittance bridge. 
= Wayne Kerr (Type 801) vhf admittance bridge. 
= Wayne Kerr (Type 601) radio-frequency bridge. 
= Boonton RX meter (Type 250-A) and transis- 
tor adapter (Type 13510A). 
=" Rohde and Schwarz Diagraphs (Types ZDD 
and ZDU). 

Each piece of equipment is separately investi- 
gated and examples of the y-parameters that each 
measured are given. Since it is important to the 
design engineer to know the variations that can be 
expected from typical y-parameters, the tolerances, 
relative to the typical y-parameters of silicon, 
planar, high-frequency transistors, are indicated 
as a function of frequency and biasing levels. 

The difficulty and time involved in the measure- 
ment of y-parameters varies from one instrument 
to another. The set-up and calibration time are 
appreciable and usually require the service of a 
qualified person who is familiar with the instru- 
ments used. Table 1 lists some of the pertinent 
characteristics of these pieces of equipment, in- 
cluding the all-important biasing limitations. 

With the exception of the RX meter, all of the 
other instruments need an external signal genera- 


O. A. Kolody and R. R. Langendorfer, Semiconductor 
Products Dept., General Electric Co., Syracuse, N. Y. 


54 


tor. In addition, all of them, except for the RX 
meter and the Rohde & Schwarz units, need an 
external detector. The GR1607-A, WK801 and 
WK601 units can measure directly the forward 
and the reverse transfer admittance and, of 
course, the input and output admittances. The RX 
and Rohde & Schwarz units measure only y,, and 
Y, directly. The other parameters, y,. and Y2, 
must be calculated from a number of other param- 
eters that are measured. The accuracy of such 
calculated values is very much in question. 

To measure small-signal, high-frequency pa- 
rameters on any one of these instruments, one 
must keep the applied signal voltages low enough 


Two-port network y-parameters 


The parameter equations for a two-port linear 
network are: 


T,=Y31 VitYre Vo, 
T,=Yo: VitYoo Vo, 


where, in the common-emitter configuration, 


I : ; 
Y11=YVie 7 V.=0; input admittance with output 
1 
short-circuited, 


I , 
the Weep] Vs =0: reverse transfer admittance 


2 


with input short-circuited, 


I 
= lv.=0; forward transfer admittance 


with output short-circuited, 


Ts ; EA 

=Yoe pe ri=0: output admittance with input 
r short-circuited. 
In terms of the real and imaginary components, 


any of the y-parameter values may be written as, 
Y= gogo; 


where g is the conductance and b, the susceptance. 
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1. Test setup, using General Radio 1607-A immitance 
bridge, requires external signal generator and detector. 
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2. Accuracy of reading for the 1067-A decreases greatly as 
the magnitude of the admittance increases. 


Table 1. Instrument characteristics 


Operating | Measured 
Instrument frequency | parameter 


GR1607-A| 25 MHz to| 0-400 mmhos 


5 MHz to 
100 MHz 


WK601 15 kHz to 
5 MHz 


G=Oto 
+100 mmhos 
C=0to 
+230 pF 


R=0.1 to 

12 Mo 
C=0.01 pF to 
0.02 uF 
L=0.5 pH to 
50 mH 


500 kHz to} R=15 to 

250 MHz | 100 ko 

C=0 to 20 pF 
(extends to 
120 pF) 


R=1.29 to3 ko 
atten.-0 to -30 dB 
phase=0 to 
+180° 


RX250A 


R&S ZDU 
and ZDD 
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to ensure small-signal conditions. For the meas- 
urement of y,, and y2:, a voltage level of approx- 
imately 5 mV per milliampere of collector current 
is satisfactory. For the measurement of y.. and 
Yi2, the voltage levels at the collector should not 
exceed 500 mV. This is just a rule of thumb, but 
its validity may be verified by reducing the voltage 
and taking the measurements over again. The new 
readings will be the same as the original ones if 
the initial signal voltage did not affect the lineari- 
ty of the device. Since the amplitudes of the real 
and imaginary components of y;, and y2, are 
much larger than the amplitudes of y.. and yp», 
one can expect less error in y,, and y., readings, 
even though the instrument accuracy is basically 
the same for all four parameters. In some read- 
ings the residual error of the equipment is as large 
as the values of y.. and y,, and the error can 
then be quite high. 


GR unit has broad frequency capability 


The GR1607-A easily measures all four y and 
h transistor parameters in the frequency range of 
10 MHz to 1.5 GHz. Since it operates on a princi- 
ple of full, half, and quarter wavelengths, the 
requirements of both high-frequency open circuits 
and high-frequency short circuits are easily met. 
Specially made adapters for various transistor- 
lead configurations, such as TO-5, TO-18 and TO- 
50/51, and for various transistor-circuit configura- 
tions, such as common-emitter and common-base, 
are necessary. 

These adapters minimize the stray capacity and 
inductance effects on the measured parameters 
and also serve to maintain known line lengths. A 
typical instrument setup with associated genera- 
tors, detectors, adapters and coaxial tubing is 
shown in Fig, 1. 

Once the setup is complete and the measuring 
frequency adjusted, the readings are made direct- 
ly off the face of the tuning head. Should detection 
become difficult, two sets of multipliers allow for 
phasing and size reduction, and a number of 
attenuation plates increase the sensitivity of the 
detector. All of the readings are referenced to 50 2 
and measured in percentages of the reference; 
they are then easily converted to millimhos. 

The initial setup and calibration of the GR- 
1607-A instrument requires appreciable technical 
know-how, but the taking of data is in itself quite 
simple, since the instrument will stay in calibra- 
tion with various currents and voltages applied to 
the transistor. Note, however, that the final inter- 
pretation of data depends greatly on the instru- 
ment accuracy. The curves in Fig. 2 indicate the 
amount of error possible with this instrument. An 
example of y-parameters measurements on the 
GR1607-A, for a 2N3855 transistor, is given in 
Table 2. 
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Individual device data are meaningless; to be 
useful, a good statistical sample of transistors 
must be evaluated. This will provide a typical value 
of the y-parameters at a given frequency and bias 
point. 

The GR1607-A high-frequency bridge is a real 
boon for such evaluation. A large number of 
transistors can be tested on the instrument rela- 
tively rapidly. It is also the only commercially 
available piece of equipment that can directly 
measure all four y-parameters above 100 MHz. 

A few facts and observations about the 


Table 2. 2N3855 y-parameter measurements 


GR1607A bridge warrant mention at this point. 
Approximately every two years the instrument 
needs cleaning and replacement of all 874 connec- 
tors. At the same time, its readings should be 
compared for accuracy, with a reference instru- 
ment. When the transistors are tested, the leads of 
each transistor must be perfectly straight and in 
line with the transistor mount contacts to prevent 
damage to the transistor mounts. It is also a good 
idea to coat the external surfaces on the transis- 
tor short lead mounts with an epoxy materia] 
(Emerson & Cuming’s EC-210 for example) wher- 
ever the transistor lead is likely to make contact. 


GR1607-A* 


WK-801+ 
(WK-601 for y;.) 


*f — 100 MHz; V,, — 10 V; 1, — 5mA 
tf = 5 MHz; V,, = 10 V; 1, — SmA 
STANDARDS STANDARDS 
TOR 
DETECTOR Detee 


UNKNOWN 


3. Transformer ratio arm bridge is used in Wayne Kerr 
801 vhf-admittance-bridge. The two-terminal measure- 
ment is made with setup in schematic a. Three-terminal 
measurements are made with setup in schematic b. 


4. Inserting the KW601 loader (block with diagonal 
grooves) into either opening of the adapter unit deter- 
mines the y-parameter that is to be measured. 


56 


5. Adapter for WK601 unit measures just y., parameter 
for npn transistor. Other adapters are available for other 
parameter measurements. Note the in-line socket arrange- 
ment which requires a socket adapter to mount transistor. 


MULTIPLIER SWITCH 
SETTINGS: Rx0.1,Cx 0.1 


DIAL READING CORRECTION (Co)- pF 


68 82 10 20 


MAIN R DIAL READING -Ka 
6. Each individual WK601 requires a correction curve, 
which must be added to all calculations to obtain correct 
answers. 
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Two units from Wayne Kerr can be used 


The WK801 is a transformer ratio arm bridge 
that can measure all four y-parameters in either 
the common-emitter or common-base mode. In the 
frequency range from 5 to 100 MHz, it simplifies 
measurement by reducing the number of controls 
to five: a conductance dial, two conductance decade 
switches, a main capacitance dial, and a vernier 
capacitance dial. There are no multiplier termi- 
nals, multiplier switches, or correction curves for 
the instrument. The WK801, and the WK601 that 
is discussed later, use two basic bridge circuits to 
make two-terminal and three-terminal transistor 
measurements. These are shown in Figs. 3a and 3b. 

The transistor loader for this instrument is 
unique. The small, square block with diagonal 
lines on its face shown in Fig. 4 is the. loader. Each 
triangular section is color-coded and accepts one 
of the transistor leads, i.e., the emitter, collector, 
base or shield leads, depending on which parame- 
ter is being measured. The type of parameter that 
is measured also dictates whether the loader is to 
be inserted into the front or the rear of the termi- 
nal block, and whether it is to go into the right or 
left opening. 

When many transistors are under test, the 
three-terminal balance needs to be checked often, 
especially if the bias point of the transistor is 
changed. Though the two-terminal balance will 
keep its null for a longer time, it should be reba- 
lanced each time a new two-terminal y-parameter 
is to be measured. The loading of the transistor, 
correctly oriented and in place in the terminal 
block, can be quite time-consuming. 

The WK801 does have some limitations. For 
example, the magnitude of the scale for conduc- 
tance is limited to 100 mmhos. This prevents the 
measurement of y;. at higher current levels, 
where g,;, can be much larger than 100 mmhos. In 
practice, we noted that the g;. reading was ac- 
tually limited to about 40 to 50 mmhos. If the dust 
shield is removed and the grounding connections 


7. Boonton RX meter has extended capability with the ad- 
dition of relatively low-cost transistor adapter plates. 
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are improved, the readings can be enhanced to g;- 
=70 mmbhos. In some cases, the imaginary term 
may also be limited by the fact that the scale goes 
only to 260 pF; at low frequencies and higher 
bias-current levels, readings above 260 pF are 
very common. A final drawback is the use of tape 
to hold the transistor loader together; some kind 
of internal epoxy bonding would be more desira- 
bie. The g;- limitation is seen in the data recorded 
in Table 2, where a 2N3855 was tested. Note that 
both the real and imaginary terms had to be 
measured on the WK601. 

The WK801 lends itself fairly readily to the 
measurement of a large number of devices but, as 
mentioned, a lot of time is required for balancing 
and checking. Once the preliminaries are set, 
however, reading of transistors is a rapid process. 

Since the WK601 used the same measurement 
principles as the WK801, the schematics for the 
two-terminal and three-terminal measurement 
also apply to this instrument. The WK601 read- 
ings are made in terms of R and C or L over a 
frequency range of 15 kHz to 5 MHz. All four y- 
parameters are read directly on the instrument; 
however, a different transistor adapter must be 
used for each individual y-parameter. Adapters 
such as the one shown in Fig. 5 are available for 
both npn and pnp transistors. Note the in-line 
transistor socket which requires an intermediate 
socket to accommodate most transistors. Stray 
capacities introduced by the additional sockets can 
be tuned out by the bridge. The bridge can meas- 
ure all four y-parameters in the common-emitter 
configuration and the input admittance in the 
common-base configuration. 

After initial nulling and adjustment of the 
bridge, the transistors are measured by direct 
readings from the R or C-L dials. By use of the 
multiplier switch and terminals provided, the 
readings can be made on an optimum portion of 
the dial scale. A correction curve, individually 
developed for each WK601 unit, provides correc- 
tion values for the dial reading. The values on this 
correction curve, such as the one shown in Fig. 6, 
are either added to, or subtracted from, the dial 
reading. 

If a large number of transistors are to be meas- 
ured on the WK601, the instrument must be 
frequently nulled, particularly when the bias 
conditions of the transistor are changed. 


Well-known RX meter has extended capability 


The operation of the Boonton RX meter, a 
popular piece of test equipment, is enhanced by 
the introduction of a transistor adapter. The RX 
meter, however, can only measure a two-terminal 
setup and consequently the adapters are designed 
to measure Yic, Yin, ANd Yor. Figure 7 shows the RX 
meter with the adapter mounted in place. 
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When transistor measurements are made on the 
RX meter, a potentiometer must be mounted on 
the instrument. This control adjusts the signal 
voltage applied to the transistor. For input-pa- 
rameter measurement, the input signal level must 
be low (in the 10-20 mV range). For output- 
parameter measurement, it should not exceed 100 
mV. Another board, in conjunction with the 
parameter boards, has a set of terminals available 
for external bias. The adapters are designed to 
work in the frequency range of 500 kHz to 250 
MHz, (i.e., up to the limits of the RX meter). A 
diagram of one of the circuit boards is shown in 
Fig. 8. 

The RX meter and the adapters are useful for 
quick evaluation work. Since the price for the 
adapters is very reasonable, most companies can 
use this equipment for correlation purposes and a 
quick check of input and output parameters. 
Forward and reverse transadmittance could be 
approximated if the high-frequency value of h», 
were also measured. 

As for many instruments, correction charts are 
provided for both the RX meter and the adapters. 
The charts are usually needed when measure- 
ments are made near the instrument’s frequency- 
range extremes. 


Rohde & Schwarz units are quite complex 


The instrument that requires the greatest 
mathematical manipulation and mechanical ma- 
neuvering to obtain all four y-parameters is the 
R&S Diagraph. The most distinctive feature of 
the instrument is its read-out, shown in Fig. 9: the 
values of the y-, h- or z-parameters are read on a 
Smith chart by a moving light spot. 

The instrument uses an unbalanced line, a 
tapered line and a variable-length standard line to 
make the high-frequency measurements. Because 
the R&S Diagraph uses harmonic tuning, there is 
a great sensitivity of tuning that makes the in- 
strument difficult to set up. 


BIAS 
TO POWER SUPPLIES 


8. Schematic of Boonton 13510A transistor adapter. Dc 
bias must be supplied by external power supply. 
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Though the R&S unit can measure common- 
emitter, base and collector parameters, (using an 
exterior dc bias source) the values of transadmit- 
tance must be calculated from the two terminal 
parameters. 

The complexity of the technique may be under- 
stood by examining the equation for forward 
transadmittance, given as: 

ie OY tg ety Z.4un oP he) 

21 27, py Yur GoT Yo2 GoT Yir Go Mee). 
One sees that to calculate this value, y11, Yo, he, 
and psy (the transmission factor based on the 
forward transfer constant) must first all be meas- 
ured. A similar process must be followed in order 
to arrive at the value for reverse transadmit- 
tance. Keep in mind also the fact that y and h 
values are all complex numbers. 

Of all the instruments available to measure y- 
parameters, the R&S Diagraphs are least suited for 
quick evaluation work and extended operation by 
inexperienced personnel. The set-up time, calcula- 
tions, use of the Smith chart and relative unfam- 
iliarity make these hard instruments to use. 


Finding a usable standard is a real problem 


It is clear that each of these five instruments is 
a case unto itself. Standards that are provided 
with one instrument, are useful with only that 
particular instrument. There is no cross-matching 
between any of the instruments. At times, the 
transistor can become a “standard” for checking 
pieces of equipment where there is a frequency 
overlap between two instruments. But actually no 
transistor should ever be used as a standard; the 
variations of the transistor parameters as a func- 
tion of temperature, stray capacity, lead induc- 
tance and age eliminate it as a possible reference 
element. If a standard can be made for these 
instruments, it must be a passive network. Admit- 
tedly, standards for two-terminal measurements 
can be and are being used. The main problem is in 


9. Rohde & Schwarz unit is most complex of all. Read-out 
is on a Smith chart and, though working at high fre- 
quencies, is limited to the input and output parameters. 
Transadmittance figures must be calculated by a complex 
and lengthy formula. 
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obtaining standards for three-terminal measure- 
ments. There are three main objections to using a 
passive network as a standard. These are: 

1. The amplitude of the readings of the standard 
will be much lower than it would be for a typical 
transistor, and the accuracy of the instrument will 
vary with amplitude. 

2. Physical layout of the passive standard must 
be such as to fit all transistor adapters and not 
introduce any stray inductance or capacitance in 
the sockets. 

3. The passive standard will be designed to work 
at one particular frequency. 

Because of this lack of standards, the readings 
on equipment (even the same equipment) will 
vary from company to company, place to place. 
Because of the inaccuracies of the reading instru- 
ments and their residual errors, wide variations of 
y-parameters relative to typical values can be 
expected. 


Expect large variations of measurements 


Up to now this discussion has dealt mainly 
with the instruments, their specifications, and 
some observations on their operation and use. 
Regardless of the nature of the equipment and its 
operation, however, the interest lies principally in 
obtaining usable y-parameter data. 

The raw data that are obtained from the initial 
measurements of the y-parameters can be very 
misleading. The measurements may have been 
taken at different times under various, and at 
times extreme, environmental and spurious-noise 
conditions. The data may have been taken by 
different people, and there is the possibility of 
initial inaccuracies in nulling and adjusting the 
instruments. Add to all this the inherent inaccura- 
cy of the instruments and their residual errors. 
Obviously, a wide range of y-parameter variation 
can be expected. An example of this is shown in 
Table 3. 


Table 3. Parameter variation with frequency. 


ee =5 MHz |5 to 30 MHz |30 MHz to 1 GHz 
[=e we | HR 

a Bi 35% | =30% +35% 
CSc wae a 


+20%| +35% +35% 
+100% 


+20% | +100% 


+25% 


+15% 


*Readings are either out of range of instruments or are so 
low that residual error dominates. 
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As one measures transistors over a large fre- 
quency range, some definite trends in the behavior 
of the y-parameters may be expected. As the 
frequency increases: 
™ gie increases and b;. tends to rise slightly and 
then go negative. 
= g,- and b, gradually increase, but at high 
frequencies a sharp increase is observed. 
= g;- decreases and b;,. rises steadily. At high 
frequencies, b;. flattens out and starts decreasing. 
= ge and b,. both increase. 

The behavior of the parameters is further 
affected by biasing. At low collector bias voltages, 
all of the y-parameters measure higher than at 
high bias voltages. All parameters also vary 
directly with collector bias current, except for 
forward agc-able transistors. As the collector bias 
current increases: 
=" gi- rises rapidly and b;, rises slowly. 
= b,- is not affected by bias current and, though g,. 
increases with current, the change may only be ob- 
served at low frequencies where the instruments 
can discern these small readings. 
=" g;e rises more slowly than bye. 
™ Joe increases rapidly with current and b,, in- 
creases with a slight slope. 

The transistor parameters will vary somewhat 
from unit to unit. The pellet geometry, starting 
material, diffusion cycles, packaging, lead lengths, 
lead inductances, lead capacitance, and beta 
spreads contribute to this variation. Of the few 
production variables mentioned, beta spreads are 
the easiest to measure and to classify. A definite 
correlation exists with beta and the y-parameters. 
As beta increases, yie increases rapidly, y,. de- 
creases rapidly, y;- has a slight increase, and y,. 
stays fairly constant. 

The y-parameters that appear on the transistor 
specification sheet are always typical. Since such 
y-parameters include beta spreads of at least 2:1, 
and even as high as 10:1, it is important for the 
design engineer to be able to predict the approxi- 
mate variations of the y-parameters relative to 
typical values. For a silicon, planar transistor 
having a beta spread of 10:1, the parameters will 
have the following approximate tolerances rela- 
tive to the typical listed values: 

Jie = 50% Ire ps 35% Ife = 25% Joe = 80% 
Diet 25% dbje 25% dre + 25% Doe + 35% 

For a beta range of 2:1, the tolerance on typical 
value in a given beta group is approximately as 
follows: 

Ciscoe Ore ce 129 Ore = 2090 05 0050 
bie 215% dpe t12Z% Breet 20% Doe + 20% 

The above statements are intended to be general 

and should be used as a guide only. Specific infor- 


mation on a given device should be available from 
the transistor manufacturer. = = 
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Versatile DTL pulse binary counter features 12 mc 
clock rate, 40 ns switching time. 


SQ q 
Q 
RM213 
. c 


( 
RQ 


Typical application of RM 213 is as a synchronous decade counter. Logic 
diagram shown here accomplishes function specified in truth table. 


You can use this versatile and highly reliable 
Raytheon RM 213 DTL as a binary counter 
element, shift register element, clocked RS 
flip-flop or as a direct RS flip-flop. Besides 
high speed, this pulse binary counter fea- 
tures: fan-out of 8 over full MIL temperature 


For complete data on Raytheon’s 
DTL integrated circuits, send reader 
service card. Or write: Raytheon 
Company, Components Division, 


$+} yrs 
2 “w+ 


Raytheon pulse binary consists of 
bistable circuit capable of driving 
large capacitance loads, has 
steering network for trigger action. 


range; low power consumption; operation 
from a single 6-volt power supply. 
Thirty-nine additional DTL circuits are 
available—including a broad range of NAND 
gates, NAND line drivers, hex gates, JK and 
RS flip-flops, and diode arrays. 


141 Spring Street, Lexington, 
Massachusetts 02173. 


Raytheon Components Division—A single source for Transistors/Diodes/Integrated Circuits/ 
Industrial Tubes/Control Knobs/Panel Hardware/Raysistors/Circuit Modules/Display Devices 


ON READER-SERVICE CARD CIRCLE 19 
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Technical achievement for you... 
better living for you and your family 


We are particularly anxious to meet you if you are a Circuit De- 
sign Engineer; Packaging and Mechanical Engineer; Electron 
Optics, Vacuum-Technology or Materials and Process Special- 
ist. But whatever your technical strengths, if “roll-up-the- 
sleeves” engineering appeals to you, we'd like to hear from you. 


Here you'll find an environment that emphasizes the indi- 
vidual, and his personal contribution to technical development 
—contribution by working on projects, not writing about them. 
Your work will benefit advanced engineering throughout the 
world. You will benefit from technical association with special- 
ists experienced in developing state-of-the-art instrumentation, 
components and devices. 


All Tektronix R & D—financed entirely from our annual 
sales of over $100 million—is directed toward commercial prod- 
ucts. Our community is prosperous, balanced, with a stability 
of employment not typical of every industrial center. And as for 
the Green Land we live in—it speaks for itself. 


If you're seeking technical advancement and better living 
for you and your family, why not investigate Tektronix? 


Write to D. A. Thompson, Tektronix, Inc., P. O. Box 500E, 
Beaverton, Oregon 97005, or send in the coupon. 


Professional Placement Mgr., Tektronix, Inc. 
P. O. Box 500E , Beaverton, Oregon 97005. 


Please send me your [_] Booklet, ‘Tektronix" (] Application Form 


NAME: 
ADDRESS: 


CITY: 


| am interested in: 


Tektronix, Inc. Ge 


An Equal Opportunity Employer. 
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Short-cut to spliced resonators by using 
a graphical design approach that helps optimize lengths 
of the line segments at the resonant frequency. 


Here is a simple and quick graphical approach 
to the design of spliced quarter-wave resonant 
transmission lines. The graphs help to select the 
lengths of the line segments for the shortest reso- 
nator at a specific frequency and also provide the 
proper segment-length-to-wavelength ratios for an 
arbitrary total length at any desired frequency. 

The advantage of a spliced quarter-wave resona- 
tor (Fig. 1) is that it operates at a lower frequency 
than an equal length of uniform transmission line. 
Therefore it is much easier to use, especially at the 
lower microwave frequencies, where the latter be- 
comes unwieldy. 

Such resonators are built by splicing together 
two low-loss lines of different characteristic im- 
pedances. Usually the line segment with the higher 
characteristic impedance forms the shorted end of 
the stub. 

The actual total length required for resonance, 
l, + l,, is a fairly complex function of the ratio 
of the characteristic impedances of the two line 
segments, the length of the shorted segment, and 
the wavelengths of the desired frequency in the 
two lines, A,; and Ag»: 


Lh+h =k + (Ap2/227) cot 
[ (Zor/Zoz) tan (27 l1/Ag:) J. (1) 


It can be shown that, for a given frequency and a 
given Z,,/Z,. ratio, the minimum resonant length 
for the spliced resonator is achieved when the in- 
dividual lengths are: 


l, = (Agi/277) cot" (Zo1/Zo2) '/?, (2) 
i == (Ag2/27r) cot"! (201/Zoe) 3”. (3) 


Since 271/), is the electrical length, 6, of either 
line segment alone, Eqs. 2 and 3 can be restated as: 


6, = 6. = cot (Zo1/Zo2)*/?. (4) 
Eq. 4 has been plotted in Fig. 2, showing @, and 


John R. Lembke, Assistant Senior Engineer, The Bendix 
Corp., Kansas City, Mo. 
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62 VS Zoi/Zoz. 

For example, a quarter-wave resonant spliced 
line is to be made from 50-ohm and 10-ohm coaxial 
cables. Then Z,;/Z.. = 5, and Fig. 2 shows that 
6, = 6. = 0.42 radians. If both lines have relative 
dielectric constants of 2.1 and the desired fre- 
quency is 120 MHz, then: 


l, = lL, = (A,/27) (0.42) = 11.538 cm. 


In this case, each line would be 11.53 cm long, 
with the 50-ohm line at the shorted end. The total 
length of 23.06 cm is much shorter than the 43.13 
cm required in a uniform line. Since higher ratios 
of Z:/Z 2 can be obtained rather easily, the 
resonant length could be made even shorter if 
necessary. 


Find proper length-to-wavelength ratios 


In some applications, it is desirable to resonate 
a spliced line of some given total length, either 
longer or shorter than the resonant length in uni- 
form line. For the case of equal wavelengths in 
both lines, Eq. 1 can be written as a ratio of total 
line length to wavelength: 


1. Spliced quarter-wave resonator is built from two low- 
loss lines of different characteristic impedances. It op- 
erates at a lower frequency than an equal length of uni- 
form transmission line. 
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(l, + 12) /Ag = Li/dg + (1/227) cot? 
[ (Zoi1/Zoz) tan (2a 1,/A,) J. (5) 


With the aid of this equation we plotted (J, + l.)/ 
ry Vs l,/A, for various values of Z),:/Zo2 in Fig. 3. 
Consider again the spliced line consisting of 50- 
ohm and 10-ohm coaxial cables (Z):/Zo. = 5). If 
a 120-MHz resonant line is required with a total 
length of 31 cm, then (1, + l1.)/A, = 0.180. Fig. 3 
indicates that either of two values of 1,/A, will give 
the required length: 0.02 or 0.16. If we choose 0.02, 
then 1, = 3.45 cm and J, = 31.00—3.45 = 27.55 cm. 

In this example, the required resonant length 
was less than the resonant length in uniform line 
(48.13 cm). Therefore the 50-ohm cable would be 
used at the shorted end. If a resonant length longer 
than that in a uniform line had been required, the 
10-ohm line would be used at the shorted end. In 
that case Z;/Z . = 0.2, and the right portion of 
Fig. 3 would be used to determine 1,/)y,. 

The graphs are based on the assumption that the 
lines are lossless. However, if good quality low- 
loss lines are used, only very minor corrections in 
line lengths will be required. = «= 


0.05 


010 


£17 dg 


ols 


0.20 


0.25 


3. Plots of the electrical length of the spliced resonator vs 
the electrical length of one segment are functions of the 
ratios of impedances. The curves are useful when the total 
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2. Electrical length of each line segment depends on the 

ratio of the two characteristic impedances. The plot helps 

minimize the total resonator length required for a given 

frequency by offering the shortest useable line lengths. 
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length is given, along with the resonant frequency, and the 
problem is to find the lengths of the segments. There are 
two solutions for each frequency. 
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Is your problem summing amplifiers, 
differentiators, integrators, 
programmable supplies, inverters, 
unity gain amplifiers? 


Here are two new 
NSC integrated 
operational amplifiers 
available for 


off-the-shelf 
delivery 


Features: * low input currents - low 
differential input currents * high output 
current capability - low standby power 
- TO-5S package. 

Check the specifications at the right 
—and then get in touch with us. 

Other integrated linear amplifiers. 
Also available from NSC are: a versa- 
tile audio amplifier—with efficient oper- 
ation from 1 mW to over 50 mW out- 
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put... a two-stage, wide band video 
amplifier, with extremely constant gain 


SPECIFICATIONS 

High Open Loop Voltage Gain (Typical) 

High Loaded Output Voltage Swing 
(RL equal 100 ¢-) 

Low Input Offset Voltage (Maximum) 


Low Input Offset Voltage 
Temperature Coefficient (Maximum) 


Low Input Bias Current (Maximum) 

Low Differential Input Current (Maximum) 
Low Input Temperature Coefficient (Max.) 
Low Standby Power (Typical) 


characteristics . . . and a line of inte- 


grated choppers. 


NS 7560 A 
5000 
—-5to+5v 


NS 7560 
2000 
—5to+5v 


10 mv 3 mv 


20 pv] °C 10uv/°C 
100 na 25 na 
50 na 2na 
2 na/°C 1 na/°C 
60 mw 60 mw 
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IDEAS FOR DESIGN 


Extra transistor gives Schmitt 
monostable multi capabilities 


The addition of one transistor to an ordinary 
Schmitt trigger transforms it into a circuit with 
the functions of both the Schmitt and a monosta- 
ble multivibrator. This new circuit has a number 
of advantages over the two standard circuits that 
it combines: 

= The input signal may now drop below the 
triggering level once action has started, because 
the circuit is regenerative. 

= The offset inherent in the standard Schmitt is 
negligible in the new circuit. 

= The duty cycle is greater than 98%, because 
recovery is through a low impedance. 

= Fast turn-on and turn-off occur because of 
the complementary configuration. 

= The timing is relatively independent of 
supply voltage. 

In the modified circuit (see schematic), P1 sets 
the triggering point. Transistor Qi is normally 
OFF and Q2 and Q3 are normally ON. C2 is 
charged to the supply voltage minus three diode 
drops. When the input signal exceeds the bias 
needed to turn ON Q1, Q2 turns OFF. A negative 
step is transmitted through C2 and turns OFF Q3. 
D3 is added to avoid breaking down the base- 
emitter junction of Q3. The reverse bias turning 
Q3 OFF is about 5 volts. 

If the input signal drops out before the timing 
cycle is ended, Q1’s turning OFF would tend to 
turn ON Q2. However, Q3 is OFF and the current 
provided by R23 is drained through D4 and R9, 
thereby maintaining Q2 in a cut-off state. This 
current through D4 and R9 causes an offset of 260 
mV which is negligible in most applications. 

The turn-off time is rapid (200 ns) because of 
the negative step transmitted through C2 which, 
when Q2 cuts off, backbiases Q3. The turn-on due 
to the regeneration of the circuit is extremely fast 
(40 ns), because, when Q3 turns ON, Q2 also 
turns ON, providing overdrive base-current to Q3. 

The duty cycle of the circuit is greater than 95 
per cent because C2 recharges through the satu- 


VOTE! Circle the Reader-Service-Card number correspqnding to 
what you think is the best Idea-for-Design in this issue. 


SEND US YOUR IDEAS FOR DESIGN. Submit your IFD describing 
a new or important circuit or design technique, the clever use of a 
new component, or a cost- -saving design tip to our Ideas-for- Sesign 
editor. If your idea is published, you will receive $20 and become 
eligible for an additional $30 (awarded for the best-of-issue Idea) 
and the grand prize of $1000 for the Idea ot the Year. 
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Monostable-Schmitt trigger, a 
is made by the addition of one extra transistor stage to the 
standard Schmitt circuit. The result—less stringent input 
requirements, negligible offset, higher duty-cycle capa- 
bilities, faster turn-on and turn-off, and greater immunity 
to power supply variations. 


“‘dual-type’’ multivibrator, 


rated impedances of D3, Q3, Q2 and D1. The 
presence of C3 across D4 improves the turn-on of 
Q2 by overdriving its base when Q3 turns ON. D1 
minimizes the hysteresis of the circuit and speeds 
up the recovery of timing capacitor C2. 

The length of time Q3 remains OFF is deter- 
mined by observing that the initial charge on 
capacitor C2 in steady state will be: 


Vinit = Vico 8 Via oat (1) 
At the instant of switching, the collector of Q2 
will drop to: 


Voo = Vee R8/(R8+R7), (2) 
which is approximately equal to V,,. This nega- 
tive step will be transmitted through C2 to the 
base of Q3, turning Q3 OFF. Q3 will then remain 
OFF until the potential at its base is raised to V,. 
—2V,. Therefore the length of time that Q3 
remains OFF is: 
tors =. Re C2 1n 

{[Vec(1 +a) —38Va— Vout] /(Vee—2Va)}, (3) 
where R;=R7+R8. If the diode drops are neg- 
lected and a~1.0, then the time Q3 remains OFF 
19: 

torr = 0.69 Rp C2. (4) 
There are a number of applications in which 
this circuit might be used—frequency division, 
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frequency measurement, shaping and _ pulse 
stretching, and generating clean pulses from a 
switch in the presence of bounce. 

The monostable Schmitt is particularly useful 
in frequency-division applications. The fast recov- 
ery of the timing capacitor provides reliable 
frequency division to ten; whereas the standard 
monostable’s limit stops at division by four. 

In frequency-measurement uses, because the 
pulse width is independent of frequency, the duty 
cycle will be proportional to frequency. The out- 
put can be fed to a meter calibrated to give a 
direct linear measure of frequency. With a proper 
metering circuit, this technique of frequency 
measurement can be made exceptionally sensitive 
to frequency variations. 

In shaping and pulse-stretcher applications, the 
circuit is useful as a pulse generator. It converts a 
harmonic wave into a square wave with good rise 
and fall time and an output pulse width that is 
independent of input pulse width. 

Mechanical switches have the undesirable 
feature of bouncing contacts which play havoc 
with logic circuitry. This circuit can be designed 
so that the timing will be long enough for the last 
bounce to end before the timing cycle ends. The 
circuit thus generates a clean pulse free of bounce, 
with fast edges for triggering of logic circuitry. 

Gilbert Marosi and Neal Vinson, Design Engi- 
neers, Link Group, General Precision, Inc., Sunny- 
vale Calif. 

VOTE FOR 110 


Second-breakdown testing 
need not be destructive 


Here is a relatively simple circuit for the non- 
destructive testing of silicon npn transistors in the 
open-base condition. Designed for use with a 
Tektronix 575 curve tracer, the circuit gives a 
vital index of over-all device capability. 

Every transistor when swept to a high enough 
collector current will show second breakdown. The 
trick is to sweep the transistor to its maximum 
collector current, or second breakdown point, 
without destroying or partially damaging the 
device. 

In the test circuit (see schematic) Q2 and Q3 
are in the conducting state because of the base 
current supplied by V1 through R1, R2 and R3; 
Q1 is OFF. The voltage drop across R3 due to the 
base current of Q2 is not sufficient to exceed the 
Zener voltage of D2; that is why Q7 is noncon- 
ducting. D1 is used to block the voltage of the 
curve tracer and keep the curve tracer current 
from flowing over Vi and R3. D3 is used to block 
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COLLECTOR 
®) 
575 CURVE TRACER 3 
INI6I4 
D1 oes 
INI6I4 : aeae 
TUT 4 ares 
» 
2 eee? 
Q3 


EMITTER 


575 CURVE TRACER 


Circuit tests second-breakdown of transistors without any 
danger of device damage. Transistor Q2 and Q3 absorb 
excess test energy; TUT refers to transistor under test. 


the voltage of Vi and keep its current from flow- 
ing over the curve tracer. ; 

The transistor under test (TUT) is placed in 
the socket and the voltage across it increased until 
the device avalanches and reaches its seeond. 
breakdown point. When this occurs, the voltage of 
the test transistor drops rapidly toward a low: 
value. When this voltage reaches that of 'V1,;! 
current from V1 starts to flow over D1, the TUT; 
Q2, Q3 and R3. bax thy 

This continues until the current through R3 is 
sufficient to supply a voltage drop high enough to 
exceed the Zener voltage of D2. When this hap- 
pens, gate current flows through Q1/, triggering it. 
Q1 now becomes a low impedance path, which 
decreases the base current of Q2-Q3. Base current 
will no longer flow over the much higher imped- 
ance of R2; Q2, and Q3 are thus turned OFF. Q2 
and Q3 then block the current and drop most of 
the voltage of the curve tracer, hence protecting 
the TUT from destruction. Before starting the 
next measurement the voltage of the curve tracer 
is reduced to zero and Q/ is reset via S17. 

Robert Bolvin, Applications Engineer, Bendix 
Semiconductor Div., Holmdel, N. J. 

VOTE FOR 111 


Raysistor-bipolar network 
protects auto starter 


A simple, inexpensive circuit employing a 
Raysistor and three bipolar transistors prevents 
electrically induced damage to an automobile’s 


Speed Inquiry to Advertiser via Collect Night Letter > 
ON READER-SERVICE CARD CIRCLE 216 > 


Youd figure 
500 volts at 

60 cycles 

would darn near 
vaporize this 

M.A. Bobbin Core, 
right? 


Wrong! Its got GVB*. Evenat more than 1500 
volts, tests show no breakdown on M.A. bobbin cores 
with GVB. In addition to guaranteeing the core’s 
ability to withstand at least 500 volts between bare 
winding and bobbin, GVB finish also seals the bobbin 
to withstand a ten-inch mercury vacuum. 

It seals against potting material, provides a resilient, 
non-slip base for winding, and its epoxy skin protects 
the’ core against wire cuts. Abraded wire problems are 
eliminated and no prior taping is required. 

GVB has proven itself on thousands of cores . . . and 
now Magnetics has applied it to the bobbin core, the 


miniature workhorse of computers, high frequency 
counters, timers, oscillators, inverters and magnetic 
amplifiers. 

Made from ultra-thin permalloy 80 and Orthonol® 
(0.001” to 0.000125”), Magnetics’ bobbin cores are 
available in tape widths from 0.023” to 0.250” or wider 
on request. Core diameters range down to less than 
0.100” with flux capacities down to several maxwells. 

For more information on 
GVB Bobbin Cores, write 
Magnetics Inc., Dept. ED-42, 
Butler, Pa. 16001. 


MAGNETICS inc. 
— |) i 


*Guaranteed voltage breakdown 
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STARTER 
RELAY 


(COIL) 
2N277 
RAYTHEON 
CK1I123 RAYSISTOR 
OSTART 
+V O BATT. 


Auto-starter protection network consists of Raysistor and 
three bipolar stages. Starter relay is isolated from ‘‘dou- 
ble-start’’ inducers. 


starter or fly wheel. The network functions as a 
“positive disconnect.” 

With automatic transmissions, double starting 
may occur in either the park or neutral gears. 
With manual-type shifts, double starting may 
occur in any gear. In either case, this phenomenon 
results in mechanical wear and if it arises often 
enough, eventual breakage of the starter parts. 


With the safety circuit (see schematic), the key 
switch is disconnected from the starter relay and 
the Raysistor isolates the car regulator whenever 
the car has started. Thus when the ignition key is 
inadvertently turned on again, the engine is 
precluded from overdriving the starter. Here is 
the circuit operation in detail: 

When the key is first turned to the ON position, 
current flows through all stages but the one con- 
taining the starting relay. When the generator 
light comes ON, this remaining stage conducts. 
The starter relay functions and remains closed 
until the generator light goes out. The Raysistor 
impedance change then shuts down the network 
stages, including, of course, the one containing the 
starter relay. The auto, which is now running, 
thus cannot experience a double start. 

Daniel Seltzer, Circuit Designer, Cox Coronary 
Heart Institute, Dayton, Ohio. 

VOTE FOR 112 


Dc-bootstrapped UJT circuit 
has linear, variable output 


A circuit was needed that would provide a 
sawtooth of current with excellent linearity under 
both varying loads and changing supply voltages. 
It was also necessary to control both the ac and de 
components of the load current. A  dc-boot- 
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strapped UJT generator filled the need. 

When a capacitor is charged through a con- 
stant current source, a linear ramp is developed. 
However, any parallel path of current flow will 
introduce an exponential component to the capaci- 
tor’s voltage ramp. If a high-impedance amplifier 
is driven with the ramp and an in-phase voltage is 
fed back to the constant-current source, a useful, 
highly linear ramp is generated at the collector. of 
the amplifier. 

In the circuit (see schematic) the unijunction 
transistor has been added to make a free-running 
sawtooth generator. The ramp across the timing 
capacitor is applied to the base of a split-load 


+24V 


IN702 5K 
Sa PF center 
2N3638 rp. 5a0 


ra 68K 


IN759 


UJT added to high-impedance amplifier in a dc-boot- 
strapped configuration and feedback arrangement provide 
circuit with a linear, variable-output capability. 


amplifier. The sampling voltage is taken from the 
amplifier’s emitter and returned to the constant- 
current source transistor. Amplifier current gain 
is controlled by the resistance in the emitter of the 
amplifier. De positioning of the ac component is 
accomplished by making the amplifier transistor 
and its collector resistor one-half of a balanced 
bridge, with the load connected across the bridge. 
Parker R. Cope, Manager, of Electronics, and 
Jack D. Ferrall, Associate Engineer, Maryland 
Telecommunications, Inc., Cockeysville, Md. 
VOTE FOR 113 


IFD Winner for May 24, 1966 
James J. Klinikowski, Design Engineer, Burroughs 
Corp., Plainfield, N. J. 

His idea, “SCS and UJT form count generator,” 
has been voted the $50 Most Valuable of Issue 
Award. 

Cast Your Vote for the Best Idea in this Issue. 
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Amphenol metal-film trimmers 


outperform cermets and wirewounds 


Compare metal-film trimmers to 
cermets and wirewounds and you 
get a picture like the one above. 
It makes a convincing story for 
Amphenol metal-film. 


First note that Amphenol metal- 
film provides the temperature co- 
efficient and noise characteristics 
of wirewound trimmers. (Check 
the high TC and noise levels of 
cermets.) Next note that metal- 
film offers the essentially infinite 
resolution of cermets. 


Put the two together and you've 
got yourself quite a trimmer— 
one, for example, like Amphen- 
ol’s 2901 metal-film trimmer. It’s 
the only infinite resolution trim- 


mer with a TC as low as 50 
ppm/°C and zero noise level at 
the trimmed position. You just 
set it and forget it. 


Other features of the half-inch 
square 2901 include a humidity-, 
vibration- and shock-proof case 
(it maintains setting through 50 
g’s). Silicon “O” Ring shuts out 
dust and humidity. Precious met- 
al contact assures low contact 
resistance. 


The 2901 is now available from 
your Amphenol Industrial Dis- 
tributor. For more technical in- 
formation, call your Amphenol 
Sales Engineer. Or write us in 
Janesville, Wisconsin. 


Resolution 
Metal Film vs. Wirewound 


% Resolution 


Amphenol Metal Film 


50 100 200 500 1K 2K 5K 10K 
Resistance—Ohms 


NEW LOW-OHM VALUES 

Amphenol has just added three new low-ohm 
values—50, 100, and 200 ohms. The chart 
above shows how wirewound trimmers lose 
resolution rapidly in the lower ohmic values. 
Yet metal-film maintains infinite resolution 
across the entire resistance range. 


AMPHENOL CONTROLS DIVISION 
AMPHENOL CORPORATION 


™ 


Specify Amphenol . . . the leading name in cable, connectors, assemblies, RF switches, potentiometers, motors, microelectronics 


Key men at Texas Instruments deliberately and 
consistently are moved from one kind of job cate- 
gory to another and upward from one level to the 
next. This movement is not whimsical or in response 
to expedient pressures, but a deliberate fabric for 
TI growth and development. It is aimed at the self- 
development of the individual on the job. 


In the Apparatus division, broad systems-type as- 
signments in system and project engineering are 
available with an abundance of specialized in-depth 
assignments to develop unusual proficiency in a 
special area of interest. A full-fledged business diver- 
sified within itself with both government and indus- 
trial products and markets, the division provides 


GO AHEAD AND MAKE 
YOUR WORK 
OBSOLETE 


TI WILL 
GIVE YOU A 
BETTER AND 
TOUGHER 
ASSIGNMENT 


growth potential in many areas in addition to the 
individual field of specialization. 


Almost immediately upon joining the Apparatus 
division, you will have your own area of project 
responsibility which will enable you to make an im- 
portant contribution to the total technical effort. 
Experienced, knowledgeable technical and admin- 
istrative support together with a unique environ- 
ment fosters professional advancement. 


Should you settle for less? To learn how you can 
grow with the Apparatus division of TI, fill in the 
time-saver form below. We’ll send more information 
by return mail and the form will be held in confidence. 


IMMEDIATE GROWTH OPPORTUNITIES: 


Engineers 
Antenna 
Circuit Design 
Guidance Design 
Guidance System 
Industrial 
Manufacturing 
Mechanical Design 
Microwave 
Radar 
Weapons and Fire Control 


Scientists 
Detection, Sensing and Control 
Infrared 
Laser and Optical 
Phased Array Control 


Phased Array and/or Conventional Antennas 
Radar Systems Synthesis and Analysis 
Real Time Digital Signal Processing 
Space Mission Analysis and Planning 


Spacecraft Configuration Studies 
Spacecraft Subsystem Design 


APPARATUS DIVISION 


MATERIALS oO 
on! TEXAS INSTRUMENTS 
EQUIPMENTS 
iene INCORPORATED 
SERVICES : 
An Equal Opportunity Employer 
eeeeeeceeseeeeeoeoeeseeoeoeeoeaoeoeeoeeeeceeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeee 
Mail to: Claud Kincannon, Dept.656, P. O. Box 6015, Dallas, Texas 75222 
Name. Phone 
Flome: Address — me ee Oy & State Zip 


Education: BS (] MS [(] PhD (J Major Field 


Primary Experience Area: 


Number of Years. 


Present Position: 


| would like to receive application form [J 
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CAREER INQUIRY - confidential 


Respond to the career opportunities advertised in this issue. Fill out and send us this handy resume. 
Electronic Design will do the rest — neat copies of this form will be mailed to the companies of your 20 
choice, indicated by the circled Career Inquiry Numbers at the bottom of this page. 


Name Home Phone 
Home Address (Street) City State ZIP Code 


Age U.S. Citizen Security Clearance 

ei Yes gs No 

Prime Experience Secondary Experience 
Desired Salary Availability Date 


Employment History — present and previous employers 


Company 


City, State 


Additional Training — non-degree, industry, military, etc. 


Professional Societies 


Published Articles 


Career Inquiry Numbers: 


900 901 902 903 904 905 906 907 908 909 ELECTRONIC DESIGN 
850 Third Avenue 
910 911 912 913 914 915 916 917 918 919 New York, New York 10022 


what's so great 
about Hoffman’s __. 
controlled avalanche rectifier? 
it’s what we've 
got up our sleeve. 


ELECTRICAL EXCELLENCE — PRV’s for 
our series HAR-10, 15, and 20 are 100, 150, 
and 200 respectively. Minimum avalanche 
voltage @ 50,A is 125 for HAR-10, 175 for 
HAR-15, and 250 for HAR-20. Maximum 
avalanche voltage @ 500,A is 250, 350, 
and 500. And the maximum reverse current 
for all three rectifiers is 0.1uA @ 25°C, 
and 1.5uA @ 100°C. 


BUTTED SLUGS — Construction is 
as simple as it could possibly be. 

In a body only 0.160” long, the slugs 
butt right up against the wafer. 
Reliability couldn't be higher. 


COMPRESSION GLASS SEAL— 
No fusion of the metal-glass 
interface takes place. All 
contaminants are sealed out. No 
trapped impurities are sealed in. 
And the sleeve doesn’t touch 
the wafer anywhere. 


PASSIVATED WAFER — Our 
passivating technique forms 
an impenetrable shield 
wrapped around the silicon 
wafer creating a lifetime barrier 
against electrical enemies. 


MATCHED COEFFICIENTS OF 
EXPANSION — The contraction and 
expansion properties of the glass, 
the slugs, and the wafer are 
matched to less than 5%. 


BRAZED LEADS — Each 
terminating wire can take a pull of 
12 Ibs. This is more than 10 times 

the strength of a soldered or welded lead. 


Ask us for complete specs on these 
devices; also on our 1 amp HFR series 
fast recovery rectifiers, and on our 1 amp 
HGR series general purpose rectifiers. 


| Hoffman |Semiconductor 


Hoffman Electronic Park, El Monte, California 91734 + 686-0123 


bo 
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Products 


Brazed 10-lead flat-pack allows low-tempera- Complementary IGFETs are designed for low- 
ture (350°C) final production seal. Page 76 power enhancement-mode switching. Page 77 


Also in this section: 


GaAs Gunn-effect oscillator generates 70 mV cw in the 2- to 3-GHz range. Page 77 
Battery-powered preamp has FET input for high-Z transducers. Page 82 


Self-amplifying accelerometer is complete vibration measuring system. Page 84 
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DTL logic modules 
shrink systems costs 


A line of compact DTL logic mod- 
ules makes possible digital subsys- 
tems at analog costs. The Blue Chip 
line reportedly costs 40% less than 
its predecessors. Typically, the cards 
measure slightly less than half the 
size of existing units (9.72 in.? vs 
20.35 in.?). 

Economies are achieved through 
mass production and elimination of 
rarely needed premium fan-out and 
temperature range capabilities. Se- 
ries 400 cards operate over a tem- 
perature range of 0 to 50°C witha 
fan out capability of five standard 
loads. The premium series 500 cards 
operate over 0 to 70° with a fan-out 
of seven standard loads. Both are 
completely compatible. 

All ecards utilize two basic ele- 
ments: the NAND and the flip-flop. 
All feature the ability to parallel 
NAND outputs (wired OR), an in- 
put threshold of 1.4V at 25°C, per- 


formance to 5 MHz and +0.15-yF 
capacitive voltage decoupling. A 
single +5-V supply is used. 

Other design features include 
photoetched 44-pin gold-plated con- 
nectors and numbered test points. 
Wherever feasible, provisions are 
made on the boards to accommodate 
additional collector resistors in or- 
der to increase rise time. 

Card types available include in- 
verters, NANDs (2, 3, 4 and ex 
pandable units), power NANDs, 
flip-flops, registers, counters, decod- 
ers, oscillators, delay multivibra- 
tors, Schmitt triggers, input/output 
level converters and power drivers. 

High-density mounting hardware 
is available. 

P&A: about $40 (4-NAND); 
stock. Data Technology Corp., 2370 
Charleston Rd., Mountain View, 
Calif. Phone: (415) 326-5372. 


Circle No. 260 


Thin film ladder network 


Metal film ladder networks are 
fabricated with output accuracy 
available to 0.01% and 1 ppm/°C in 
a wide range of input impedances. 
The film resistors used offer a rise 
time of less than 50 ns. The com- 
pleted module is vacuum transfer 
molded to all environmental re- 
quirements of MIL-R-55182. The 
LNH series features up to 14-bit 
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function in a module only 1.1 x 1 x 
0.1875-in. Standard leads of the 
current summing network, suitable 
for soldering or welding, are +22 
AWG gold plated dumet. 

P&A: about $77 for 35; 4 to 6 
wks. Angstrohm Precision Inc., 
7811 Lemona Ave. Van Nuys, 
Calif. Phone: (213) 873-6130. 


Circle No. 261 


Package vies with TO-5 
flat pack for single chip 


Used as an axial- or peripheral- 
lead flat pack, ‘“Axpaks,’’ receive 
their final seal by means of a single- 
shot resistance weld. Their “‘double- 
duty” nature allows one ceramic or 
weldable package to take the place 
of both types of packages. The de- 
vices are primarily 50-mil centers 
of lead spacing unless otherwise re- 
quested. All models contain encom- 
passed, clear, matched-glass seals in 
a gold-plated metal base. They pro- 
vide excellent thermal dissipation 
with a high resistance to both me- 
chanical and thermal shock. The 
final hermetic seal is achieved by a 
single shot resistance weld similar 
to that used in TO-5s. Currently 
stocked are a 10-lead 1/4- x 1/8-in. 
and a 10 or 14-lead 3/8-in.2 model. 
The units are suitable for butt 
solder, strip board, planar board, 
through board or double-sided pock- 
et mounting. 

P&A: about $0.44 (large vol- 
ume) ; stock. Flying L Corp., 108 S. 
Saginaw Blvd., Saginaw, Texas. 
Phone: (817) 2382-1226. 

Circle No. 262 


Darlington-input op-amp 
With single-ended and differen- 
tial outputs and a Darlington 
input stage permitting the use 
of Mo—range scaling resistors, 
this op-amp is useful in general- 
purpose instrumentation, integra- 
tion and summation. With feed- 
back, the amplifier can be used as a 
transducer amplifier, preamp volt- 
age comparator or bandpass or 
buffer amplifier. Differential gain is 
2200V/V. Input impedance is 300 
kQ and output impedance is 40 Q. 
Drift is 10 wV/°C and 1 nA/°C. 
P&A: $39.50 (1 to 49), $29 (50 
to 499); stock. Westinghouse, Mo- 
lecular Electronics Div., P. O. Box 
7377, Elkridge, Md. Phone: (301) 

796-3666. 
Circle No. 263 
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The 


Midas touch 


new 


olid tantalum 
capacitor 


— 


—EE——E————E 
ACTUAL SIZE 


The KEMET Golden Z-Series gives you up to three times the 
capacitance and voltage of standard solid tantalums...cuts 
space requirements up to 67%. Has gold-flashed lead wires 
—at standard prices. Two subminiature case sizes, ideal for 
cordwood modules, printed circuits, and other high density 
packaging. 

Case lengths of 0.250” and 0.375” match standard re- 
sistors and diodes... diameters of 0.085” and 0.127” are 
as much as 67% smaller than other solid tantalums. Other 


features: excellent stability; very low leakage, dissipation 
factor, and impedance over a wide range of frequency and 
temperature. Meets electrical environmental characteris- 
tics of MIL specs C-39003 and C-26655B. Available from 
0.0047 to 22 microfarads; in 6 to 125 VDC; to operate from 
—80 to +125°C. Want more details on the new Z-Series 
solid tantalum capacitors? Get the new KEMET Engineering 
Bulletin from our sales office or representative nearest you 
—or mail the coupon. 


KEMET Golden Z-Series solid tan- 
talum capacitors—sized to match 
resistors and diodes in cordwood 
modules, with maximum packing 
density. Case A2 (left) is 0.127” 
dia. x 0.375” long. Case A3 (right) 
is 0.085” dia. x 0.250” long. 


Regional Sales Offices 

East Coast: J. G. Egan, 1341 Hamburg Turnpike, Wayne, New Jersey 
07472. Phone: 201-696-2710. 

Mid-Atlantic: R. H. Robecki, 1341 Hamburg Turnpike, Wayne, New Jersey 
07472. Phone: 201-696-2710. 

Mid-West and South: K. S. Collart, P.O. Box 6087, Cleveland, Ohio 44101. 
Phone: 216-221-0600. 

West Coast: B. G. Bryant, 701 East Whittier Blvd., Whittier, California 
90605. Phone: 213-698-8077. 


KEMET is a registered trade mark of Union Carbide Corporation. 


@eeeeecceeeeeeeeeeeeoceeeeceeceeseeoseeeoseeeee 
Clip, fill in name and title, attach to letterhead 


Union Carbide Corporation 
Linde Division, Dept. ED-85 
270 Park Avenue, New York 10017 


Please send Enger Bulletin #6, on 


KEMET Golden Z-Series Polar Solid UNION 

Tantalum Capacitors CA RBIDE 

Name 
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Isolation from 

high-speed line transients 
is your assurance 

of ultimate performance 


The ELGAR family of AC Line Conditioners 
eliminate high-speed transient disturb- 
ances, provide near-perfect isolation of 
equipment and assure design performance 
for a single instrument or complete system. 
Applications for ELGAR Line Conditioners 
are nearly as numerous as the applications 
of AC power—from laboratories to industrial 
process control, from standards and cali- 
bration work to infrared, electro-optical or 
nuclear research. 


Circle our number on the reader reply card 
or write us direct. An ELGAR representative 
will provide demonstration proof in your 
application. 


SPECIFICATIONS 

Input: 95 VAC to 135 VAC, 47 cps to 420 cps 
Output: 115 VAC, 1 KVAto 5 KVA 
Response Time: Less than 50 microseconds 
Regulation: + .05% (line & load) 

Output Harmonics: Less than .25% 
Input/Output Isolation: 100 db 


230 VAC Models Available On Request 


PRECISION POWER BY 


aiELGAR 


8046 ENGINEER RD., SAN DIEGO, CALIFORNIA 94111 


TELEPHONE: AREA CODE 714 279-0800 
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Brazed flat packs for 
low-temperature seal 


IC packages can be final sealed in 
standard production belt furnaces 
at temperatures as low as 350°U 
with this brazed “Flat-Pak.” The 
1/4-in.? 10-lead brazed packages are 
available in flush and recessed pad 
versions. The all-glass packages 
have gold-plated Kovar frames and 
lids which can be brazed with ei- 
ther gold, germanium, eutectic pre- 
form (88% gold, 12% germanium) 
or gold-tin eutectic preform (80% 
gold, 20% tin). 

GTI Corp., 725 Branch Ave., 
Providence, R. I. Phone: (401) 831- 
6800. Circle No. 264 


Interconnect system 


Employing a standard carrier 
and connector, this interconnect 
system is a welded subassembly of 
devices encapsulated in a header 
compatible with the connector. 

Flatpack ICs in carriers, pro- 
gram and switching modules, flat- 
pack dual transistors in carriers 
and flatpack monolithic and discrete 
diode arrays can be employed in 
plug-in module configurations. 
Printed wiring patterns may be 
changed by a programing module 
which establishes a wiring layout. 
This layout is completed by plug- 
ging in a coded programing module. 

Texas Instruments, 34 Forest St., 
Attleboro, Mass. Phone: (617) 222- 
2800. Circle No. 265 
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SEMICONDUCTORS 


Complementary IGFETs 


An EIA-registered complementary 
pair of insulated gate field-effect 
transistor switches are designed for 
enhancement mode operation in low- 
power switching applications. The 
2N4351 is an n-channel enhance- 
ment-mode IGFET to be used with 
the complementary 2N4352. Ipg¢ is 
10 nA de for the 2N4351 and 5 nA 
de for the 2N4352 with 0 V on the 
gate for low power drain in the “off” 
condition. Maximum channel resis- 
tance of 300 Q (2N4351) and 600 2 
(2N4352) and a specified maximum 
on Vps (on) of 1 V for the.2N4351 
and 3 V for the 2N4352 assure low 
FET dissipation in the “on’’’ condi- 
tion. The pair provide a large fan- 
out capability and almost no loading 
of the driver. Forward transfer ad- 
mittance (y;,) is 1000-~mho. Drain- 
to-source breakdown voltage for each 
device is 25 Vde and —25 Vdc. The 
devices are packaged in a TO-72 
can. 

P&A: $4.50 (over 100); stock. 
Motorola Semiconductor, P. O. Box 
955, Phoenix. Phone: (602) 273- 
6900. Circle No. 266 


High-gain transistor 


This npn silicon planar epitaxial 
transistor has a _ gain-bandwidth 
product of 1500 MHz typically and 
hp, of 100 at 2 and 20 mA. Noise 
figure is 3.4 dB at 200 MHz and 4.5 
dB at 450 MHz. Typical intermodu- 
lation distortion rating is —53 dB. 
Collector capacitance is 1.5 pF max 
and collector saturation voltage is 
0.25 V max. Applications include 
use in small signal RF amplifiers, 
telemetry and test equipment. 

Amperex Electronic Corp., Sla- 
tersville, R. I. Phone: (401) 762- 
9000. 

Circle No. 267 
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Power SCRs 


The new power silicon controlled 
rectifiers in TO-66 cans are de- 
signed for average loads up to 3.2 
A. The 2N3228 (200 V) and 2N3525 
(400 V) units are for use in 120 and 
240 V line supplies respectively. 
Each handles one-cycle surge cur- 
rents of up to 60 A. 

P&A: under $1; stock. Transi- 
tron Electronic Corp., 168 Albion 
St., Wakefield, Mass. Phone: (617) 
245-4500. 
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Silicon resistors 
Encapsulated silicon resistors in 
1/8- and 1/4-W packages range in 
value from 10 Q to 2.2 kQ and offer 
a positive temperature coefficient of 
+0.7%/°C. The resistors are avail- 
able in two series having standard 
tolerances of 20%, 10% and 5%. 
Axial leads are #22 AWG nickel- 
clad copper. As temperature com- 
pensating elements, typical stabi- 
lizing applications include gain in 
amplifiers, sensitivity in transduc- 
ers, frequency in oscillators and 
pulse width in pulse generators. 
Dickson Electronics Corp., 310 S. 
Wells Fargo Ave., Scottsdale, Ariz. 
Phone: (602) 947-5751. 
Circle No. 269 


Germanium diodes 


For computer and switching cir- 
cuit applications, these gold-bond 
diodes are packaged in a DO-7 glass 
case. The units are rated at 200 mA 
at 1 V forward current. Leakage is 
100 mA at 50 V, voltage is 125 PIV 
and capacitance is 1 pF. Maximum 
temperature is 90°C, power dissipa- 
tion is 80 mW and peak surge cur- 
rent for 1 Hz is 0.5 A. 

Nucleonic Products Co., Inc., 
3133 E. 12 St., Los Angeles. Phone: 
(213) 268-3464. 

Circle No. 270 


Silicon rectifiers 

This series of silicon rectifiers 
combines recovery capabilities of 
100 to 200 ns with reverse ratings 
of 1000 V max. The 12-A units have 
peak reverse ratings ranging from 
50 to 400 V. Both offer reverse volt- 
ages from 0.4 to 1 kV. Peak 1-kHz 
surge at 100°C for 6-A types is 75 A 
and for 12-A types, 150 A. De re- 
verse current at PIV and 25°C is 15 
wA for 6A and 25 pA for 12-A 
types. Static forward voltage at 
25°C for both series is 1.4 V at rat- 
ed current. 

P&A: $3 to $30; stock to 4 wks. 
Electronic Devices, Inc., 21 Gray 
Oaks Ave., Yonkers, N. Y. Phone: 
(914) 965-4400. 
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GaAs Gunn oscillator 


Microwave frequencies are gen- 
erated directly by these GaAs Gunn 
effect oscillators when dc bias is ap- 
plied. The unit generates 50 to 70 
mV of cw power in the 2- to 3-GHz 
range. De input range is 14 to 30 
Vde or pulse. Efficiency is 5 to 6%. 
Oscillations take place at a tempera- 
ture of 25° C. The units can be used 
as local oscillators and amplifiers. 

P&A: $175; 2 to 5 wks. Interna- 
tional Semiconductor, Inc., 1 Charles 
St., Newburyport, Mass. Phone: 
(617) 465-9302. 

Circle No. 272 


Life before | 


the PVB 


Mr. Sy Rubin—Quality Assurance Manager of 
United Aero Test Laboratories, Deer Park, N.Y. 
—describes his working life before and after our 
Model 300 PVB (Portametric Voltmeter Bridge). 


“Before the PVB, the same 
measurement capabilities 
would have cost us thousands.” 


“We're one of the largest testing labs 
in the country with complete metrology 
labs on the East and West coasts. As we 
grow, our calibration work keeps in- 
creasing. Invention of the PVB saved an 
outlay of many thousands of dollars. For 
$750, we answered many of our needs in 
this single portable instrument. 


“I use the PVB for all de calibrations 
on the order of a half percent. We cali- 
brate our environmental chambers with 
it using a certified thermocouple. It’s also 
handy for digital voltmeters, to assure 
one digit resolution, and for ac measure- 
ment with thermal transfer equipment. 


“For anyone with calibration responsibil- 
ities, I’d say the PVB has the all-round 
usefulness of an MD’s little black bag.” 
ESI, 13900 NW Science Park Drive, 
Portland, Oregon (97229) 


In a single battery-operated unit, the PVB 
combines the functions of a potentiometric 
voltmeter, voltage source, ammeter, guarded 
Kelvin double bridge, resistance comparison 
bridge, ratiometer and electronic null detector. 
Accuracy: +0.02% of reading or 1 switch step 
on virtually all ranges. 


esl. 


Electro Scientific Industries, Inc. 
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Cable jacketing 


Using this flexible cable jacket- 
ing, cable can be reworked, modified 
or repaired by unzipping and rezip- 
ping the track. Type VNH “Zipper- 
tubing” is an abrasive-resistant 
jacketing made from vinyl-impreg- 
nated nylon cloth and has a temper- 
ature range from —40 to 221°F. 
Jacketing is resistant to oils, aro- 
matic hydrocarbons, accelerated 
weathering, moisture and flame. 

Zippertubing Co., 13000 _ S. 
Broadway, Los Angeles. Phone: 
(213) 321-3901. 
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eee seeyetspens 


0 [Eh 


Conductive plastic sheet 


A moderate amount of RF shield- 
ing is provided by this conductive 
plastic sheet when used as a flat 
gasket. Flexible and tough, it is re- 
sistant to jet fuel and common hy- 
draulic fluids and has a volume re- 
sistivity of 5 Q-cm. As a gasket this 
material provides a hermetic seal as 
well as an RF seal. It can be joined 
to itself or to metals, ceramics, 
glass and plastic. It can also be 
butt-joined for greater lengths or 
continuous loops. 

Price: $5 to $12/ft?. Emerson & 
Cuming, Inc. Canton, Mass. Phone: 
(617) 828-3300. 
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Powdered epoxy resins 


This series of powdered epoxy 
resins impregnates and encapsu- 
lates coils and windings by resist- 
ance heating. Number 265 is a clear 
low melt viscosity powdered epoxy 
system. Numbers 262 and 263 have 
good cut-through resistance. A cur- 
rent of 5 to 40 A applied for 15 to 
20 s melts and cures the powdered 
resin which is then applied by 
spraying or immersion in a fluid- 
ized bed. Then, a protective coating 
of one of the encapsulating resins is 
applied and cured by additional re- 
sistance heating or oven heating. 

3M Co., 2501 Hudson Rd., St. 
Paul. Phone: (612) 733-4033. 
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Anti-static computer tape 


An anti-static property is built in- 
to this computer tape to eliminate 
the use of surface dopes and coat- 
ings. The grit-free tape requires no 
oiling. Tensile strength is 8.53 kg/ 
cm, tear strength in machine direc- 
tion is 70 to 80 gm and in cross 
direction is 80 to 90 gm. Electro- 
static conductance is 8380 pQ/cm. 

Price: $0.48 to $0.68 per spool. 
Thames Paper Supplies Ltd., 13-21 
Curtain Rd., London E.C.2, Eng- 
land. 

Circle No. 276 


Polyimide film 

A transparent amber-colored film 
“Kapton” has no commercial sol- 
vent and won’t melt. Dielectric 
strength at 25°C is 7000 V/mil and 
dielectric constant is 3.5. Dissipa- 
tion factor is 0.003, volume resistiv- 
ity is 10'S Q-em and surface resis- 
tivity 10'* 9. Corona start voltage 
is 465 V/mil and insulation resist- 
ance is 100 Ga. 

E. I. DuPont DeNemours & Co., 
Wilmington, Del. Phone: (302) 
774-1000. 

Circle No. 277 
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And Now, the $10,000 Computer 


PDP-8/S: A new high speed general purpose digital computer. 
Modular construction for repackaging. Field proven 
reliability. 4,096 word core memory. Microsecond 
speeds. Complete software including FORTRAN. 
Flexible input/output bus. Deliverable 
90 days ARO. Teletype included. 


The single unit price for the PDP-8/S is $10,000, and there 
are liberal OEM discounts for multiple units. 


Designed to be used in instruments or systems, the PDP-8/S 
can be rack mounted or repackaged. 


The new PDP-8/S is a close relation of DIGITAL'’s PDP-8, the most 
successful on-line, real time computer in the history of the scientific 
community. At a base price of $18,000, more than 500 PDP-8 
systems have been sold. Its success results from a design concept 
that makes it the most flexible, versatile, adaptable 
digital computer ever made. 


The PDP-8/S uses the same programs, the same instructions, 
the same operations, and the same basic design as the parent 
PDP-8. It has the same size memory, is equally expandable, 
and indeed, uses the same line of modules and components. 


But the PDP-8/S is a bit slower. It takes 32 microseconds to add. 
For process control and analysis, you probably won't even notice. 


But you'll notice the price. 


COMPUTERS :-MODULES 


DIGITAL EQUIPMENT CORPORATION, Maynard, Massachusetts 01754. Telephone: (617) 897-8821 « Cambridge, Mass. *« Washington, D. C. « Parsippany, N. J. « 
Rochester, N.Y. « Philadelphia « Huntsville « Orlando « Pittsburgh « Chicago » Denver » Ann Arbor » Los Angeles « Palo Alto + Seattle » Carleton Place and Toronto, 
Ont. « Reading, England « Paris, France » Munich and Cologne, Germany « Sydney and West Perth, Australia « Modules distributed also through Allied Radio 


TEST EQUIPMENT 


Calorimeter 

Cw and pulsed laser outputs can 
be measured by this calorimeter. 
Model LA31 can be used with laser 
emission from 2000 to 12,000 A 
with appropriate detector tubes. 
Power measuring range is 1 »W to 
10 GW peak or average. With a 
Tektronix 519 scope, pulses having 
rise times of 0.3 ns can be viewed. 
Cw power can be read out on a pow- 
er meter in the control head or by 
connection to scopes. 

P&A: $2000; 60 days. Raytheon 
Co., 130 Second Ave., Waltham, 
Mass. Phone: (617) 862-6600. 
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Dc voltage calibrator 


Output setting accuracy of this 
de voltage calibrator is +0.5% +5 
mV from 0 to1.1kVde at 0 to30 mA. 
Regulation no load to full load is 
0.005% +2 mV and regulation for a 
10% line change is 0.005% +1 mV. 
Zener references provide accuracy 
and stability of 30 ppm/hr and 50 
ppm/200 hr. The unit has a front 


panel current limit control for the . 


5- to 30-mA range. Ripple is 1 mV 
rms and resolution is 100 pV. 
Precision Standards Corp., 2663 
N. Lee Ave., South E] Monte, Calif. 
Phone: (213) 448-6254. 
Circle No. 279 


Phase/time comparator 


Relative time difference between 
two signals is read by this linear 
phase/time comparator. The 895A 
accepts frequency signals in the 1- 
to 5-MHz range (in the At mode) 
or of a different nominal frequency 
without changing or abridging the 
scale of the resulting record. Input 
frequencies are 1 Hz to 1 MHz in 
the A@ mode and any integer sub- 
multiple of 10 MHz from 100 kHz 
to 5 MHz in the At mode. 

P&A: $950; 30 days. Tracor, 
Inc., 6500 Tracor La., Austin, Tex. 
Phone: (512) 926-2800. 
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Quality and economy 
== /n servo motors 

ms and motor-tachs 
meee depend on the 


MIF 
EYELETS 


mae" manufacturer's 
F experience 


...and CEDAR has it! 


When it comes to sizes 8, 10 and 11 servo motors and 
motor-tachometers both with and without gear heads, 
Cedar is the leader, currently building at a higher 
rate than any other manufacturer in the country. 

Because Cedar’s volume is big and production tech- 
ni 1es have been perfected and standardized, you are 
a.sured of the most economical price available. At the 
sume time, the reliability testing and quality assur- 
ance programs built up on these units through years 
of experience guarantee you the finest quality and 
dependability. 

When you need a servo motor or motor-tach, re- 
member that the most advanced designs built with 
the most modern production techniques come from 
Cedar. Write or call us for complete information. 
You'll be glad you did. 


GEDAR 


ENGINEERING DIVISION 


GOR P O-R ATI 


5806 W. 36th St., Minneapolis, Minn. 55416 Phone (612) 929-1681 
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OF EVERY DESCRIPTION 


Bliated 


If you use eyelets send for Catalog 
No. 110-E — over 1300 eyelets are 
shown with dimensions. 


Automatic attaching machines. 


70 FRANKLIN AVENUE 70 FRANKLIN AVENUE 


EDWIN B. 


BROOKLYN 5. N.Y.US.A ROGARAbg MM BROOKLYN 5 NY.USA 
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Waveform analyzer 


Up to 200 measurements/s can be 
made by this waveform analyzer 
using serial-by-character alphanu- 
meric program language. A 0.1% 
differential digital voltmeter and 
dual-trace analog display including 
automatic reference marks for 
measurement and programing 
verification are included. Up to 10 
remotely programable high-Z sam- 
pling probes with built-in attenua- 
tion may be used. System rise time 
is 1 ns max. 

Price: $11,500. Automated Meas- 
urements Corp., 638 University 
Ave., Los Gatos, Calif. Phone: 
(408) 354-6491. 
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5% TIME DELAY 
RELAYS 


Shown here is one of a family of Beta- 
mite solid state time delay relays. The 
RT-175 pictured waits from 0.050 
second to 22 minutes after application 
of B+ to the input. Timing accuracy is 
+5%. Fixed or adjustable delay models 
are available, with either relay or solid 
state contacts. The unique termination 


header shown features insertable/re- 
movable environment-free crimp contact 
terminals. Send for details on this and 
other Betamite solid state devices. 


50-mA current converter 


Capable of generating analytical 
or arbitrary functions of one varia- 
ble, this converter accepts a 10- to 
50-mA de input and produces a 10- MITE 
to 50-mA de nonlinear function of 
the input. Internal jumper connec- 
tions permit location of the shaping 
circuit in the forward or feedback 
circuit of the op-amp. Up to eight 
slope and eight break-point adjust- 
ments are provided. Break points 
are field adjustable from 0 to 100% 
of span and slopes are adjustable 
from 0 to +5. 

The Foxboro Co., Foxboro, Mass. 
Phone: (617) 543-8750. 
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PHASE SEQUENCE DETECTORS VOLTAGE LIMIT DETECTORS 
TIME DELAY RELAYS FREQUENCY LIMIT DETECTORS 
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COMPONENTS 


FET preamp 


For high-impedance transducers 
such as accelerometers, this preamp 
features a FET input stage. The 
unit will operate for a week from 
an external 28-V battery. Input im- 
pedance is 2000 MQ at 25°C and 200 
Mo at 100°C. Dynamic range is 
greater than 120 dB with 1000 pF 
across the input. Maximum output 
voltage is 20 V p-p with a 40-0 out- 
put impedance. Frequency range is 
0.5 to 500,000 Hz. Model 26-23 has a 
rise time of less than 10 ms and an 
overload recovery time of less than 
50 ns. 

P&A: $235; stock. B&K Instru- 
ments Inc., 5111 W. 164th St., 
Cleveland. Phone: (216) 267-4800. 

Circle No. 288 
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Trimmer capacitors 


Rotating piston trimmer capaci- 
tors use the internal arms of the 
bushing for a smooth sliding con- 
tact to the piston to provide low re- 
sistance, low inductance and RF 
ground connection to the bushing. 
The RB/RV4 has a range of 0.4 to 
4.5 pF. The RB/RV30 has a range 
of 1 to 30 pF. Temperature 
coefficients of +50 ppm/°C and 300 
to 500 ppm/°C are available. The 
trimmers have no self resonance to 
above 1200 MHz. 

P&A: from $1.68 (100 lots) ; 3 to 
4 wks. Voltronics Corp., 296 Route 
10, Hanover, N. J. Phone: (201) 
887-1517. Circle No. 284 
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Low-drift op-amp 
Voltage drift of 0.2 »V/°C within 
—25 to 85°C is provided by this 
chopper-stabilized op-amp. Average 
drift is 1 »V/°C and current drift is 
1 pA/°C. Minimum slew rate is 100 
V/ps, gain-bandwidth product is 100 
MHz and output is 25 mA. Chopper 
drive circuitry (150 Hz) is built-in 
and power supply levels required 
are +15 V. 60-Hz pickup will not 
influence input voltage offset. 
Price: $155 (1 to 9). Zeltex, Inc., 
1000 Chalomar Rd., Concord, Calif. 
Phone: (415) 686-6660. 
Circle No. 285 


| 
Pressure transducers 

These pressure transducers oper- 
ate at —420 to 1200°F and in radia- 
tion environments of 1029 NVT 
(neutron velocity x time) and 101% 
radiation absorption doses. Temper- 
ature and zero shift with tempera- 
ture is 0.01%/°F max over the en- 
tire range with compensation to 
0.007% /°F for specific temperature 
ranges. The units employ convoluted 
diaphragms and variable reluctance 
pickoffs and operate from a 6-V 5- 
kHz source. 

P&A: $625 to $695; 6 wks. Phys- 
ical Sciences Corp., 314 E. Live Oak 
Ave., Arcadia, Calif. Phone: (213) 
445-2611. Circle No. 286 


6-W gangable pot 

This single-turn servo-mounted 
pot is gangable to 8 units. Power 
rating is 6 W at 85°C derated to 
zero at 150°C. The 2590 offers +5% 
independent linearity with a resist- 
ance tolerance of +3% min. Resist- 
ance ranges are from 20 Q to 200 
kQ. The pot is in an anodized alumi- 
num case and has a machined one- 
piece bearing mount and housing. 
The one-piece steel shaft prevents 
backlash and maintains high unit- 
to-unit indexing accuracy. 

P&A: $27 (1 to 9); 4 to 6 wks. 
Amphenol Corp., 120 S. Main St., 
Janesville, Wisc. Phone: (608) 754- 
2211. Circle No. 287 


Transistor amplifier 

Gain of 25 dB with a 3-dB max 
noise figure over a range of 225 
to 300 MHz is offered in this tran- 
sistor amplifier. Model TQN2230 
has a MTBF of 50,000 hours. Satu- 
ration level is —30 dBm of power 
input. It incorporates a limiter with 
a max RF input of 2 W ew. Third 
order intermodulation products are 
at a —90-dBm max output level. 

Micro State Electronics Corp., 
152 Floral Ave., Murray Hill, N. J. 
Phone: (201) 464-3000. 

Circle No. 288 
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why wait? 


Everybody’s talking about 2'/2D stacks. electronic 


We're delivering them. 


Write or phone for the complete story. memories 


Memory systems, stacks and cores for commercial, military & space applications 


12621 Chadron Avenue, Hawthorne, California, (213) 772-5201 


HIGH-VOLTAGE 
CABLE INSULATED 
WITH G-E 
SILICONE RUBBER 
SURVIVES 3 
TOUGH 
CONDITIONS 


One, it carries high currents at 7,000 
volts rms. in an airborne power supply. 


Two, it withstands temperatures that con- 
tinuously fluctuate between —55°C and 
125°C. 


Three, it operates at altitudes as high as 
70,000 feet. 


Of all the cable insulating materials 
checked by the manufacturer, G-E sili- 
cone rubber proved reliable under every 
condition. Resisting ozone and corona, it 
extended cable life to at least 1,000 hours. 


Saves $2.00 per unit 
By using silicone rubber as both a di- 
electric and a potting sealant for a stand- 
ard connector, the manufacturer got a 
bonus — a void-free, all silicone system 
with a minimum of labor. 

Compared to installation of individual 
insulating sleeves for connector contacts, 
cost savings amounted to $2.00 a unit. 
And reliability was improved. 


FREE NEW DATA BOOK 


SILICONE | 


RUBBER 


for wire and 
cable application 


For more ways on how G-E silicone rubber can 
save money, get Technical Data Book CDS-592, 
a comprehensive 36-page guide to high per- 
formance wire and cable. 

Write to Sect. L8204, Silicone Products Dept., 
General Electric Co., Waterford, N. Y. 12188. 


GENERAL @@ ELECTRIC 
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COMPONENTS 


Accelerometer system 


The work of a complete vibration 
measuring system is done by this 
self-amplifying accelerometer. The 
unit combines a piezoelectric seis- 
mic system and solid-state amplifier 
in a stainless steel case. Sensitivity 
is unaffected by cable capacitance 
and fixed temperature response does 
not vary with load. Frequency re- 
sponse is 2 to 10,000 Hz +5% with 
a sensitivity of 220 mV/G over a 
range of 20 G. 

Columbia Research Laboratories, 
Ine., MacDade Blvd. & Bullens La., 
Woodlyn, Penn. Phone: (215) 532- 
9464. Circle No. 289 


Position transducer 


A combination position-velocity 
transducer monitors relative posi- 
tion and measures the velocity of 
the relative movement. Position is 
measured by rotation of an infinite- 
resolution pot actuated by a spring- 
loaded cable drive. Velocity is meas- 
ured by a tach which generates a de 
voltage proportional to the rate of 
translation. Accuracies are 0.25% 
and life exceeds 100,000 cycles. 

Lockheed Electronics Co., 6201 E. 
Randolph, Los Angeles. Phone: 
(213) 722-6810. 
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200-W Hg short arc lamp 


Intense ultraviolet and visible 
radiation is provided by these 200- 
W high pressure ac/dc lamps. The 
convection-cooled lamps are con- 
structed of clear fused quartz with 
tungsten electrodes. Typical are size 
is 0.10 x 0.07 in. and average lumi- 
nance is 33,000 candela/cm?. Typi- 
cal luminous flux is 10,000 lumens/- 
W for model 202 and 9500 lumens/- 
W for model 203. Lamps operate at 
an internal pressure approaching 40 
atmospheres. 

Illumination Industries Inc., 610 
Vaqueros, Sunnyvale, Calif. Phone: 
(408) 738-2744. 
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600-V dp relay 
General purpose 2-pole relays, UL 
listed and industrially rated up to 
600 V, have double-break, silver 
cadmium oxide contacts. Available 
with 2-pole single throw, double 
throw or with auxiliary contacts, 
the relays have contacts rated for 
ac or de control loads. The devices 
are rated 16 A inductive to 30 A re- 
sistive at 600 Vac or 15 A, 230 Vde. 
Coils are rated 6 V ac or dc to 600 
Vac. 
Cutler-Hammer, Inc., Milwaukee. 
Phone: (414) 442-7800. 
Circle No. 292 
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Our Microstack® will provide the memory 
for the Lunar Excursion Module’s abort 
guidance system. During the round trip 
from the Apollo spacecraft to the moon the 
crew will constantly sample the Microstack 
memory, call up critical data, and align the 
LEM abort guidance system with the 
Apollo's primary guidance system. If re- 
quired, the Microstack memory will heip 
the Apollo’s abort guidance system bring 
everyone back home. 


Obviously, TRW was concerned with 
reliability when they wrote the LEM memory 
system specifications. Like: random vibra- 
tion—Operating 20cps @ .070G?/cps to 
2400cps @ .070G2/cps. Microstack’s 
unique design met all specifications. it's 
a foided-array, developed by Indiana 
General. The ‘'X’’ and ‘‘Y’’ axis are wired 
continuously, reducing failure-prone solder 
connections 80% and size and weight. 

Indiana General leads in developing and 


producing memory stacks and cores. We 
invented the ferrite memory core and still 
make and sell more of them than anyone. 

If you need Mil. Spec. type memory units 
find out about Microstacks and our core 
capabilities. Write Mr. Thomas Loucas, 
Manager of Sales, Indiana General Cor- 
poration, Electronics Division/Memory 
Products, Keasbey, N.J. 


INDIANA GENERAL Ee 


When the LEM gets ready to leave the moon 
Indiana General will know the way back home. 


You 

can display 
anything 

with IEE 

series 10 
rear-projection 
readouts 


numbers, 
letters, 

words, symbols, 
even colors! 


IEE readouts display anything 
that can be put on film, even 
colors! Single-plane presentation 
makes for visual crispness; bright, 
bold characters (up to 1” in height) 
for remarkable clarity. So if read- 
ability and versatility are what 
you're after, look into IEE Series 
10 Readouts. Five other models 
available with maximum charac- 
ter heights from 38” to 338”. 


Send today for complete information 
on IEE rear-projection readouts and 
accessories! 


INDUSTRIAL ELECTRONIC 
ENGINEERS, INC. 


7720 Lemona Avenue, Van Nuys, California 
Phone: (213) 787-0311 » TWX (910) 495-1707 


Representatives in Principal Cities ©1966 1c&e 
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Deflected line calculator 


A 2-color “Deflected Line Calcu- 
lator Table” finds the resultant load 
on a sheave when a line passes over 
it at an angle and the line load is 
known. Conversely, using the chart, 
if the resultant load is known, the 
line load can be determined by divid- 
ing the resultant by the constant 
opposite the number of degrees in- 
volved. Chart includes angles of 0 to 
180° in 2° steps. The constants run 
from 0.00000 to 2.00000. Martin- 
Decker Corp. 
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Silicon steel data 


Information on oriented silicon 
steel coils and nonoriented sheets 
and rolls is offered in chart form: 
Data are compared by manufac- 
turer and trade names for AISI 
standard electrical steels M-4 to M- 
45 are given. Core loss guarantees 
are included for currently availablé 
material thicknesses. Magnetic 
Metals Co. 
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Permanent magnet design 


A precision plastic slide-rule cal- 
culator enables designers to quickly 
compute permanent magnet data. 
Only the magnetic requirements of 
a specified air gap are needed to de- 
termine the length and area of the 
required permanent magnet. All 
other factors are automatically 
brought into position on the calcula- 
tor. In addition, equivalent formu- 
las in the MKS and CGS systems 
are listed, basic characteristics of 
permanent magnet materials are 
illustrated and a °C to °F conver- 
sion scale is incorporated. 

Available for $1 from General 
Magnetic Corp., 10001 Erwin Ave., 
Detroit. 


Conductor coil sizes 


Two new standards list recom- 
mended coil sizes for aluminum con- 
ductors. The publications detail 
standard-size coils for the smaller 
conductors and list the length and 
total conductor weight for each coil 
size. The two standards are “Stand- 
ard Coil Sizes for Covered Alumi- 
num Conductor and ACSR and Neu- 
tral-Supported Secondary and Servy- 
ice Drop Cable” (4 pages) and 
“Standard Coil Sizes for Bare 
Stranded Aluminum Conductor and 
ACSR.” Aluminum Association. 
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Microwave measurements 


The vswr/incident power scale of 
this slide-rule provides values of 
reflected power, given vswr and in- 
cident power. A second scale indi- 
cates attenuation at known input 
and load vswr. The reverse side of 
the rule incorporates a voltage ra- 
tio/dB/power rating conversion 
scale. Alfred Electronics. 
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TYPE 400 


TYPE 600 


Military quality at industrial prices 


IRC’s CIRCUITRIM potentiometers offer MIL characteristics 
at the same price as industrial types. Benefit by upgraded 
performance and reliability for your industrial needs and im- 
pressive savings for your MIL applications. 


Both series are designed to perform under environmental 
requirements of MIL-R-27208. Molded diallyl phthalate cases 
are rugged, light and practical for use in any military or high 
grade industrial application. A one-piece, corrosion-resistant 
shaft and specially designed wiper block system isolate 
electrical elements and assure ‘‘set-and-forget"’ stability. 


The 600 series is designed to MIL-Style RT-11 and is offered with 
staggered P.C. pins or teflon insulated leads. The 400 series is 
designed to MIL-Style RT-12 with P.C. pins in-line or teflon insu- 
lated leads. It is also available in a thin-line version of RT-11 
(Type 400-20) with staggered P.C. pins which offer 30% space 
savings and complete interchangeability on pre-printed boards. 


These low-cost MIL-type units are the result of IRC’s years of 
experience in building high-quality trimmers. Samples available 


from local sales offices. For prices and data, write: 
IRC, Inc.,401 N. Broad St., Philadelphia, Pa.19108. 


ONLY IRC OFFERS ALL 4 POPULAR STYLES 
Wirewound or infinite resolution elements 


ove 


CAPSULE SPECIFICATIONS 


TYPE 400 TYPE 600 
MIL STYLE RT-12* RT-11 
POWER 1W @ 70°C 1W @ 70°C 
TOLERANCE +5% +5% 
RESISTANCE 10.0, to 50K. 10.0, to 50K. 
TEMPERATURE —55°C to 150°C —55°C to 150°C 


*Plus thin-line version of RT-11 (Staggered P.C. pins) 
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ON READER-SERVICE CARD CIRCLE 29 


ELECTRONIC DESIGN, August 30, 1966 


87 


Design Data from Manufacturers| New 


Advertisements of booklets, brochures, catalogs and data sheets. To order use Reader-Service Card. 


(Advertisement) 


UMERIES yo St Sarees 
Incremag Solid State Precision Counter 


A new six page catalog presents the first fully 
reliable solid state magnetic counting device with 
memory. Details of performance, characteristics, 
applications of Haydon/General Time Incremag 
include temp, range, count rate, divide ratios, in- 
puts, outputs, impedance, power requirements 
and options. Diagrams of connections, multiple 
counting stages, binary chain comparison; charts 
on how fixed count Incremag operates. Perform- 
ance in Tiros weather satellites recounted. Ideas 
on applications to regulate production flow, cut 
Qemy ma waste and improve quality. 


THIS HAYOON SOUD STATE 

5 PHECISION COUNTER 
13 NOW HEADY 

FOR inpusiny 


a 


Haydon/General Time Industrial Controls Division 


Thomaston, Connecticut 06787 1 71 


Telephone: 203—AT 3-5881 
EP wis ei ae ee 
Terminal Board Engineers’ Guide 


wow “Broadest Line of Terminal Boards in the Industry” 


—the new Kulka Catalog 17A is designed for the 
Specifying Engineer and Purchasing Agent. It con- 
tains 56 pages of exhaustive data on every type of 
terminal board in current use, including ‘’Kliptite,” 
High Heat, Closed Back, High Barrier, Stud and 
Turret, Pressure Contact, Wire-Wrap, Screw 
Clamp, and Military Terminal Boards. Free copy 
on request. 


TERMINAL BOARDS 
TOGGLE SWITCHES 


eee sioutiee dee + maya) H4sRee mt rone 


Kulka Electric Corporation 
520 South Fulton Ave. 


Mount Vernon, N. Y. 10551 1 r 2 


Books For The Electronics Engineer 


The 1966 Hayden Book Company, Inc., catalog 
contains such new titles as “Microelectronic De- 
sign,” 100 Ideas for Design ‘66,” “The Electron 
in Electronics,” “Synthesis of RC Networks with 
Arbitrary Zeros,” ‘Transistor and Diode Network 
Calculations,” and “Matrix Algebra for Electronic 
Engineers.” As well as the expanded list for de- 
sign engineers, the catalog includes Hayden and 
John F. Rider Publisher training texts at all levels. 


Send for your free catalog today. 


Hayden Book Company, Inc. 


116 West 14th Street 
New York, N. Y. 10011 
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Literature 


Resin selection chart 


The task of choosing the correct 
type of resin for electrical or elec- 
tronic applications is eased by this 
chart. Each resin is fully described 
as to type, characteristics and ad- 
vantages. The method of application, 
reactor or catalyst, color, tempera- 
ture class, dielectric strength, hard- 
ness, shrinkage during cure and 
mixing ratio are shown. Other tech- 
nical data are given for viscosity, 
pot life and cure time. John C. 
Dolph Co. 
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Varactor diodes 


Frequency multiplication using 
varactor diodes is described in a 4- 
page brochure. The behavior of 
these devices and the properties of 
stored charge are fully explained. 
The brochure shows how control of 
stored charge results in efficient 
multiplier performance. Varian, Bo- 
mac Div. 
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Semiconductor catalog 


A line of semiconductors is de- 
scribed in this 60-page catalog. 
SCRs, Triacs, ICs and hybrid cir- 
cuits, plastic-capped transistors, 
diodes, rectifiers, assemblies and in- 
jection lasers are included along 
with 130 outline drawings with di- 
mensions. General Electric Co. 
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Ceramics terminology 


This 12-page brochure defines 
and gives technical details on 23 
commonly used electronic ceramics 
terms. The glossary includes graphs 
and illustrations which are listed 
alphabetically. M&T Chemicals Inc. 

Circle No. 300 


Pressure sensing devices 


A 4-page summary list of over 40 
products, consoles, and systems 
available for precise control and 
calibration of pressure sensing de- 
vices is offered. Descriptions and 
prices are given for pressure-vol- 
ume controls, volumetric micromet- 
ers, pressure transfer standards for 
lab and field use and automatic cali- 
bration systems. Volumetrics. 
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Subscription Policy 


ELECTRONIC DESIGN is circulated 
free of charge to qualified design 
engineers in the U.S., Western 
European Continent and Britain. 
To establish your qualifications, 
send ELECTRONIC DESIGN the fol- 
lo. ing information on your com- 
pany’s letternead: Your name, en- 
gineering title, description of your 
design duties and a list of your 
company’s major. products. The let- 
ter must be signed by you per- 
sonally. 

Subscription rates for nonquali- 
fied subscribers—$25 a year in the 
U.S., $35 in all other countries. 
Single copy, $1.50. 


Change of Address 


A subscriber’s change of address 
requires a restatement of his quali- 
fications. To expedite the change, 
and to avoid missing any issues, 
send along a label from a back copy. 


Microfilm Copies 


Microfilm copies of all 1961, 1962, 
1968, 1964 and 1965 issues of 
ELECTRONIC DESIGN are available 
through University Microfilms, Inc., 
PS First Street, Ann Arbor, 

ich. 


For fast delivery 
of Specialty 
Motors 


We don’t know what your recollection of Diehl’s de- 
livery is. But with small motors in short supply we 
think you'll want to hear about delivery from the new 
Diehl. We are now supplying motors much faster than 
the industry average. Some of our current accounts tell 
us we move three to four times faster than other well 
known motor suppliers. Diehl has been building 
motors since 1888. But now we’re building them 
faster! Try us again, East Coast or West, at the num- 
bers below. THE SINGER COMPANY, Diehl Divi- 
sion, East: Finderne Plant, Somerville, N. J. 08876 
(201) 725-2200; West: LA Plant,2221Barry Ave., Los 
Angeles, Cal. 90064 (213) 478-0896. Also, represent- 
atives in all major cities. 
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IF THIS 
HIGH VALUE METAL 
FILM RESISTOR 
DOESN'T CHANGE YOUR 


design ideas 


.. buy one of these 


ran [rn [ome [tor [Tom r 
[Pwe ss [anow [io tosm | sim team] 10,72, 79 | 
PPwe 6s [aa w | «o0to 2om | sin toan| 10,72 79 | 


The stability and accuracy of Pyrofilm’s PME metal film 
resistors makes their use ideal in applications where before 
only wire wound resistors could be used. These resistors 
are virtually unaffected by environmental conditions and 
withstand constant exposure to high moisture conditions 
without change in specifications. PME resistors meet or 
surpass all requirements of MIL-R-10509F. 


Send for fact-filled literature sheet! 


PYROFILM RESISTOR 


COMPANY, INC. 


3 SADDLE ROAD * CEDAR KNOLLS, NEW JERSEY + 201-539-7110 
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thrifty fifty 
would be nifty... 
You've been getting ten. 


Thirty though, 1s really great 
and gave$ you 3 times 10! 


30 FAN-OUT 


FROM ALL SOURCES 
“WITHOUT POWER DRIVERS 


Why pay $7 to $13 for power drivers you don’t need? CLC 
customers drive 20 flip-flops and 10 gates directly. Why 
don’t you? 
How can CLC integrated logic be so DIFFERENT? Easy. In- 
stead of merely putting devices on cards like everybody else, 
we did our own thinking. In one card family, we intermix 
devices from TI, Fairchild, Westinghouse, etc. Ergo fan-out 
of 30, noise immunity improved, sheer gating magic, and 
more. Check with CLC and see. 
PRICE & THE BIG FOUR 

COMPANY COMPANY COMPANY 

1 


cLc Cl D1 E 
JK Flip-Flop $13.20 $14.95 $18.00 $16.25 
Storage Bit 5.50 6.38 8.00 6.87 
BCD Counter Decade 53.00 64.88 62.50 55.50 
Shift Bit 10.67 14.50 11.25 15.00 
2-in Hi-True Nand 4.65 5.95 4.70 4.75 
2-in Lo-True Nand 3.00 Not Not Not 

Available = Available _— Available 
Power Drivers Not 13.00 7.75 6.75 
Needed 


The Big Four use DTL for DC to 5 MC at comparable tem- 
peratures and capacity. Unit prices per function are from 
recent catalogs. 


1528 20th Street @ Santa Monica, Calif. 


COMPUTER L 
U OGIC CORP 


Telephone (213) 451-9754 


INTEGRATED 
LOGIC CARDS 
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1000... STANDARD 


COMPARE 


performance 
... Value 


ELECTRONIC 
DEVELOPMENT 


EDC’s High Voltage Reference Source 
Model VS-1000-NR, is the only all-solid- 
state high precision printed circuit 6-dec- 
ade dc portable standard with .. . 


= Absolute Accuracy .......... +0.01% or +1 mv 
(NBS traceability) 

= Output Voltages .............. +1111.110 vde 
(full scale) . 

@ Stability .............ssssssssecenns +0.001% 
(short term — 8 hrs) 

= Output Current................ 10 ma 

MW DevIVErY un... seeseeseesene from stock 

a PRN ics oescsceresoctsteseeeces $995 


Model VS-1000-NR has: automatic recovery... 
short-circuit and overload protection... out- 
put as well as measuring capability... direct 
reading... ready to use within 30 sec (no 
balancing or zeroing). Designed for production 
line and laboratory applications — for use as 
a voltage source and a potentiometer measur- 
ing device. Fits standard rack, weighs only 20 
pounds, guaranteed for one full year including 
calibration and stability. 


*Other models from 1 ,,volt. 


Bolen 


CORPORATION 
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423 WEST BROADWAY: BOSTON 27, MASSACHUSETTS 


ee 
AMERICAN BUSINESS PRESS, INC. 
are SSeS Tel: 617 268-9696 


HAYDEN 
BOOKS FOR DESIGN 


simplified 


PHILIP R. GEFFE 


Simplified Modern 
Filter Design 


PHILLIP, R. GEFFE 


An excellent guide to modern network synthesis design 
for the circuit design engineer who requires sophisticated 
technical results without the use of higher mathematics. 
Performance predictions for physical filters are given, and 
modification possibilities and methods described. Cover- 
age includes high-Q inductors, bandpass filters, and elec- 
tric wave filter measurements. The difficult subject of 
delay equalizers is treated to a full and complete exposition. 
CHAPTERS: Lowpass Filters. Highpass Filters. Simplified 
Bandpass Design. Refinements in Bandpass Design. Bandstop 
Filters. Attenuation Equalizers. Linear-Phase Filters — Delay 
Equalizers. Some Useful Measurement Techniques. Inductor 
Design. Appendix. 


182 pages Illustrated Clothbound $8.75 
| Dept. ED-83, HAYDEN BOOK CO., INC. 116 W. 14 St., N.Y. N.Y. 10011 | 
Please send me “Simplified Modern Filter Design” for a 10-day Free Examination 


period. At the end of the ten days | will remit payment plus postage or return the} 
book. 


#0317, Simplified Modern Filter Design, $8.75 ' 


Name Title 


Company 


Address. 


City. State. Zip 


CO Check if payment enclosed. Publisher pays postage, with same return guarantee. 
(Foreign orders, except Canada, must include payment in $ U.S.) 


Designer's 
Datebook 


SEPTEMBER 
T 


1 
8 
5 
2 
9 


15 2 
22 2 
29 3 


Sept. 15-16 

Computer Aided Solid-State De- 
sign Institute (Santa Clara, Calif.) 
Sponsor: University of Santa 
Clara, Department of Electrical 
Engineering, Santa Clara, Calif. 
95053. 


Sept. 20-22 

Eighth Annual Conference on Tube 
Techniques (New York City) Spon- 
sor: IEEE, G-ED; R. J. Bondley, 
General Electric Company, Sche- 
nectady, N. Y. 


Sept. 22-24 

IEEE Broadcast Symposium (Ce- 
dar Rapids, Iowa) Sponsor: IEEE, 
G-B; Serge Bergen, 10828 Fair- 
chester Drive, Fairfax, Va. 


Sept. 26-27 

Joint Engineering Management 
Conference (Wash., D. C.) Sponsor: 
IEEE, G-EM et al; Homer Sara- 
sohn, IBM, Armonk, N. Y. 


September 27-29 

13th Annual Air Force Science and 
Engineering Symposium (Arnold 
Air Force Sta., Tenn.) Sponsor: 
Air Force Systems Command and 
Office of Aerospace Research; Lt. 
P. Klute, Air Force Systems Com- 
mand, Andrews AFB, Md. 


October 3-5 

Aerospace & Electrical Systems 
Convention (Wash., D.C.) Sponsor: 
IEEE, G-AES; Harold Schutz, 
Westinghouse Electric, P. O. Box 
746, Baltimore, Md. 


October 3-5 

National Electronics Conference 
(Chicago, Ill.) Sponsor: IEEE et 
al; J. C. Hancock, Purdue Univer- 
sity, Lafayette, Ind. 


October 18-20 

Seventh National Symposium of 
the Society for Information Dis- 
play (Boston, Mass.) Sponsor: 
S.I.D.; Glenn Whitham, Society 
for Information Display, P. O. Box 
413, Wayland, Mass. 
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A circuit design 
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houses 


to 


Dale's expanded D Series com. FILM RESISTOR POWER/SIZE COMPARISON 


bines heat sink housings already 
Lwd ob +32 


precision power metal film ele- 
ments. The result: 
DS B10 D115 
.334 W .420 W 


1. As FILM RESISTORS, Dale’s D 
-550 W 
X .600 L X .750L xX 1.062 L Ld t 


Series offer power/size ratio un- 
Power Rating 4 Watts 8 Watts 12 Watts 
Volume 0.064 in? | 0.123 in. | 0.320 in.? 


matched by conventional parts 

(see chart). 
Power Density (25°C) | 62.0 w/in.2| 65.0 w/in.*] 37.5 w/in.? 
Power Density (125° C) | 20.4 w/in.?| 21.4 w/in.) 12.4 w/in.? 


2. As HOUSED RESISTORS, Dale’s 
Life Stability (Typical) * 1% 1% 


2-WATT 5-W 4-WATT 
METAL FILM canton ILM TIN OXIDE 


2 Watts 
0.242 in. 
8.3 w/in? 
8.3 wiin.? 
0.5% 


5 Watts 
0.600 in.? 
8.3 w/in.? 
2.1 w/in? 
0.5% 


4 Watts 
0.145 in. 
27.6 wiin.? 
13.8 w/in.? 
3% 


D Series offer higher maximum 
resistance values and low re- 
actance at high frequencies. 


D SERIES SPECIFICATIONS 


M@ Resistance Range: 50 2 to 1 Megohm | Temp. Coefficient 25 or 50 ppm/” C 50 ppmi/? C | 500 ppm/° C} 300 ppm/° C 
(D5), 50 2 to 2 Megohms (D10), : + 
50 & to 2.6 Megohms (D15) Max. Operating Temp. 175°C 150° C 200° C 

@ Tolerance: +0.1%, 0.25%, 0.5%, 1% and 2% *Maximum resistance shift in 1000 hours of operation at rated power. 

@ Power Rating: D5=4 watts, D10=8 watts (mounted Mi Maximum Working Voltage: 500 ® Construction: Aluminum screw-mount radiator housing 
on 4”"x6”x.040” aluminum chassis) D15=12 watts (D5), 600 (D10), 700 (D15) with resistance element molded inside for complete 
(mounted on 5”x7"x.040” aluminum chassis). Dielectric Strength: 1000 VAC ic hah gulp ee ave 

@ Temperature Coefficient: +25 and +50 ppm/° C (D5), 1500 VAC (D10), : 


(—55° C to +175° C). Higher T.C.’s on request. 2000 VAC (D15) 


Ri saan 

DALE ELECTRONICS, INC. ° 
1328 28th Avenue, Columbus, Nebr. .,.amiiR ao 
In Canada: Dale Electronics Canada Ltd. 
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you can buy 
this silicon 


S 


SS 


° 400 Weer(sus) 
with 5 A I¢(peak) 


1S. Me/stmin 


power transistor 


probably the most “electrifying” offer you’ve had today 


Check into RCA-2N4240 further. It gives you big perform [~[—————————*dtavasea | anasea | anaees | 2nezen | 

ance with real economy...and it’s in a quantity price class @ I, = 100 MA Vc, = 10V 40 Min | 40Min | 40 Min 
ar ; : P P J @ Ie =1A,Vop = 10 V 25-100 25-100 

that’s just right for mass-production applications. In high- @ Ic = 0.75 AVop = 10V 30-150 

current, high-voltage, high-frequency designs, 2N4240 im- | h, @ 5 Mc/s 


proves circuit reliability—each transistor is 100 per cent @ Vee = 100 


tested to assure freedom from second breakdown in both 


Veer (SUS) @ Ig = 200 mA 
forward- and reverse-bias conditions. 
@ Ree = 50 ohms 
Evaluate the new 2N4240 and its companion types 2N3583, | Vc¢ (sat) @ Ig = 125 mA, lp = 1A | Sid 0.75 V 
2N3584 and 2N3585 for use in: cd NEE obese iii = 


Io 5 Apeak |5Apeak | 5A peak] 5 A peak 
m High voltage inverters and switching regulators 2 CON I REO EORS | hey eCn >: | 1a) EON 
tinuous tinuous tinuous tinuous 
m Line-operated or high-voltage amplifiers : : ; S : 
For full price and delivery information, check with your RCA Representative. 


m Operational amplifiers For technical data on specific types, write: RCA Commercial Engineering, 
. Section: 1G8-5, Harrison, N.J. 
r ic or neti i ircui F Aare 
me Recreate Of inaguetic, catecian sircuits Also available through your RCA Distributor 
*$1 75 each in quantities of 1000 and up. 


RCA ELECTRONIC COMPONENTS AND DEVICES 
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